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PREFACE 

Tliis volume has been prepared to satisfy the demand for a systematic 
course of study deaUng with the ignition systems used on automobiles, 
trucks, tractors, and airplanes/ In preparing the text the authors have 
had in mind the needs of the men who have to install, adjust, and repair 
ignition systems in the factory and repair shop, as well as the needs of 
the automobile owner who desires a better understanding of the principles 
and construction of the modern ignition system. A few systems have 
been included which are no longer manufactured but many of which are 
still to be found in operation. 

The authors wish to express their appreciation of the help and construc- 
tive criticism of Professor Ben G. Elliott ; the help of Mr. Lawrence E. Blair 
in the preparation of many of the drawings; and the cooperation of many 
of the manufacturers of the equipment described. 

The Univeesitt of Wisconsin, G. I. M. 

Madison, Wisconsin. jj^ L^ q^ 

October 1, 1920. 
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AUTOMOTIVE IGNITION SYSTEMS 

CHAPTER I 

PRINCIPLES OF ELECTRICITY AND MAGNETISM 

1. Electricity. — Probably no other factor has played such an import- 
ant part in making possible the modern gasoline automobile with its four-, 
six-, eight-, or twelve-cylinder engine than has electricity in its many 
applications. It may be said that the perfection of the modern auto- 
motive power plant has been brought about largely by the development 
of the electrical equipment. Electricity, in addition to igniting the fuel 
charge within the engine cylinders, is also called upon to start the engine, 
furnish the light, operate the horn, and, in some instances, operate cigar 
lighters and hand warmers, preheat the fuel charge for cold weather 
starting, and shift the gears of the 'transmission. That electricity is 
indispensable in the automotive field is evidenced by the fact that prac- 
tically all makes of passenger automobiles, as well as many trucks and 
tractors, are completely equipped with electric starting, lighting, and 
ignition systems. 

Since the successful operation of the automobile depends so greatly 
upon its electrical equipment, it is essential that this equipment be 
operated properly and kept in the best of adjustment and repair. In 
order that this may be done successfully, it is necessary that a clear 
imderstanding be had of the fundamental electrical and electromagnetic 
principles underlying the construction and operation of the electrical 
equipment used. The exact nature of electricity is not known; but its 
effects, the laws governing its action, and the methods of controUing it 
and using it for doing various kinds of work are well understood. 

The electric current used in the electrical equipment on the automo- 
bile may be generated in either of two ways. One of these is by chemical 
action, the principle employed in batteries, and the other is by the con- 
version of mechanical energy into electrical energy by means of electro- 
magnetic induction. This is the method used in the magneto and in the 
generator. 

2. Hydraulic Analogy of the Electric Current. — An electric current 
flowing through a wire may be compared to a stream of water flowing 
through a pipe. Just as water will flow through a pipe, due to pressure 
from a pump or a difference in level, such as from A to B in Fig. 1, so 
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Fig. 1.— Hydraulic analogy of electric current. 



electric current will flow through a conductor, due to an electrical pressure 
or potential created by a battery or a mechanically driven generator. For 
example, if a wire is connected to the two terminals of a storage battery, 
as in Fig. 2, a current will flow through the wire from the high potential 
or positive (+) terminal to the low potential or negative ( — ) terminal 
as indicated by the arrows. The pressure causing the water to flow is 
measured in pounds per square inch and the rate of flow in gallons per 
unit of time, while in the electric circuit the pressure or electromotive 

force is measured in units 
called volts and the rate of 
current flow in amperes. 

3. Conductors and Non- 
conductors. — All substances 
conduct electricity to some 
extent, some much better 
than others. There is no 
known substance which does 
not offer some resistance to the flow of electric current through it. 
Materials such as silver, copper, etc., which offer a comparatively low 
resistance, are known as conductors j while materials such as porcelain, 
glass, fiber, rubber, etc., which offer a high resistance to the passage of 
current, are known as non-conductors or insulators. Liquids which offer 
a low resistance to the passage of current are known as eiectroiytes^ while 
liquids which offer a high resistance 
are known as non-electrolytes. 

4. Resistance. — The opposition 
^hich a substance offers to the pas- 
sage of an electric current through 
it is the resistance of that substance, 
and the unit of this electrical resist- 
ance is called the ohm. The ohm 
may be defined as the resistance of 
a circuit in which one ampere of 
current flows under one volt pres- 
sure. The resistance of a circuit 
may be compared to the friction 
offered by a pipe to the flow of a Uquid, in that the electrical resistance 
of the circuit depends upon the size, length, material, and temperature of 
the conductor, just as the flow of any liquid is resisted by friction which 
in turn depends upon the size and length of the pipe, the material or 
kind of pipe (whether smooth, rough, straight, or crooked), and upon the 
temperature of the liquid. Thus it is evident that the size of ascertain 
wire determines the amount of current it can carry at a given v©ltage 
without excessive heating. A small wire can naturally conduct a small 
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Fig. 2. — Battery electric circuit. 
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current, while it requires a large wire to conduct a large current at the 
same pressure, just as it requires a large pipe to conduct a large flow 
of water. In fact, it has been fotmd that the resistance of a condudor 
is directly proportional to its length and inversely proportional to its cross- 
sectional area. 

The resistance of a conductor depends not only upon its size and 
length, but also upon the kind of metal of which it is composed, since 
some metals are much better conductors than others. For instance, 
silver is a better conductor than copper, coi)per is much better than 
iron, and iron is much better than lead. Owing to the relative cheapness, 
low resistance, and high breaking strength of copper, it is recognized as 
the best all-round commercial conductor; consequently, it is used uni- 
versally in the construction and wiring of automobile electrical equip- 
ment. The resistance of different sizes of annealed copper wire is given 
in the table on p. 3. From this table it will be noted that the re- 
sistance increases as the size of the wire decreases and increases with an 
increase in temperature. The change in resistance due to an increase in 
temperature can readily be seen by comparing the last two columns of 
the table. 

6. Effect of Temperature on Electrical Resistance. — With the excep- 
tion of certain metal alloys, the resistance of practically all substances 
varies with a change in temperature. It has been found that in the case 
of all metal conductors used on the automobile, such as platinum, tung- 
sten, copper, lead, iron, etc., an increase in temperature is accompanied 
by an increase in electrical resistance, while in the case of insulating 
materials, carbon and various electrolytic solutions, an increase in tem- 
perature is accompanied by a decrease in resistance. These character- 
istics are important to remember in connection with the operation of 
the ignition resistance unit, spark plugs, carbon brushes, storage battery 
electrolyte, and other parts of the electrical system. 

6. Relation between Current, Voltage, and Resistance.^It was dis- 
covered by Ohm that in the case of circuits which carry current continu- 
ously in one direction (known as direct-current circuits), a definite relation 
exists between the resistance of a circuit and the current which will flow 
under a certain voltage. This relation is known as Ohm's law and may 
be stated as follows: The current strength in any circuit is directly pro- 
portional to the voltage applied to the circuit divided by the resistance of the 
circuit. This law is usually expressed as: Current equals voltage divided 
by resistance, or, statiiig the same thing in another way, 

. Volts T E /i\ 

in which / = the current in amperes, E = the voltage in volts, and^ =, 
the resistance in ohms. 
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The fonuuls for Ohm's law may also be transposed into other forms 
convenient for finding the voltage and resistance, namely: 

Volts = amperes X ohms or E = IR (2) 

and 

„ Volts „ E ,„, 

Ohms = -7 or fi = ^ (3) 

Amperes / 

Thus if the voltage and resistance, or the current and resistance, or 
the voltage and current are known, the exact relation between the vol- 
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Fi<3. 3. — Melhod of aonnaating ammeter and voltmeter on electric circuit. 

tage, current, and resistance can be readily calculated by applying the 
proper formula. 

The voltage and current of a circuit can be readily measured by con- 
necting a voUmeter and an ammeter, respectively, as shown in Fig. 3. 
Although the two instruments are usually very similar in external ap- 
pearance, the voltmeter is designed to measure the electrical pressure in 
volts and is connected across the source of 
current supply, such as terminals A and B, 
Fig. 3, while the ammeter is an instrument 
for measuring the current flow in amperes 
and is connected in the circuit, Fig. 3, so 
that all the current Sowing in the circuit 
passes through the instrument. The 
ammeter is the only one of the two in- 
struments usually furnished on the auto- 
mobile, the voltmeter being used chiefly 
for testing purposes. The ammeter is 
usually of the type shown in Fig. 4. It 

is located on the instrument board and is ^«- *-~'^^^^^^Z'!""°*'"'' ^""^ 
connected in the lighting and battery 

charging circuits so 'that it will indicate the amount of current either 
charging the battery or discharging from the battery. 

As there is no instrument for measuring directly the electrical resist- 
ance of a circuit, this must be calculated by first measuring the voltage 
and current as just described and dividing the voltage in volts by the 
current in amperes as in formula (3). A practical apphcation of this 
formula may be seen in the determination of the resistance of a coil of 
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wire connected across the terminals of a 6-volt battery and drawing a 
current of 2 amperes. The resistance of the coil will be equal to 6 volts 
divided by 2 amperes, or 3 ohms. 

If this same coil of wire were connected across a 12-volt battery, the 
current which it would draw would be according to formula (1), 12 volts di- 
vided by 3 ohms, or 4 amperes, or twice the amount drawn from the 6- 
volt battery. 

When a wire consists of such material, size, length, and temperature 
as to offer 1 ohm resistance, the voltage required to force 1 ampere through 
it, according to formula (2), must be 1 volt. Thus it will be seen that 
the volt or unit of electrical pressure may be defined as the pressure required 
to force a current of one ampere through a circuit having one ohm resistance. 
7. Series Circuits. — When two or more electrical devices or circuits 
are connected so that the same current flowing through one must also 
flow through the others, such as Ri and R2, Fig. 5, they are said to be in 
series and the circuit is called a series circuit. The resistance of the en- 
tire circuit is the total sum of 
the resistances of each circuit. 
For example, if Ri and JK2, Fig. 
5, represent two 6-volt lamps 
Lamps connected in series, the filament 
of each being of such material, 
size, and length as to offer 2 
ohms resistance, the total resist- 
ance offered by the lamps will 
be Ri plus JK2, or 2 + 2 = 4 ohms. The current which the lamp circuit 
will draw from a 6-volt battery will then be according to formula (1), 



Switch 




Fig. 5. — ^Lamps connected in series. 



I = 



p^ = ^ = l}i amperes. 



If the lamps connected in this manner are both of the same kind, for 
example, 6-volt, 18 candlepower, each will burn at one-half voltage, 
and, consequently, at a correspondingly reduced brilliancy. 

8. Parallel Circuits. — When two or more circuits are connected to 
the same source of current supply, thus providing more than one path for 
the current to flow, as in Fig. 6, the circuits are said to be connected in 
parallel. It is evident that the more paths there are for the current to 
travel in, the less will be the total resistance and the greater will be the 
current flowing in the entire circuit. It will also be seen that the amount 
of current flowing in each parallel circuit will be in proportion to the 
resistance of that circuit. For example, if two circuits are connected in 
parallel, as in Fig. 7, having 10 ohms and 1 ohm resistance, respectively, 
the current flowing in the two circuits will be in proportion to the resist- 
ances of the two circuits or a ratio of 10 to 1. Thus if a total current of 
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11 amperes is flowing through the two circuits, the 10 ohm circuit will 
conduct 1 ampere, and the 1 ohm circuit 10 amperes. 



Switch 




Fio. 6. — Lamps connected in parallel. 

The total resistance of two or more parallel circuits may be determined 
from the following formula: 

/?=! 11-' 1 (4) 

Ill ^2 ^Z ^4 

in which Ri, R2, Ray etc. represent the resistances of the various circuits 
connected in parallel. As an example, assume that tl^e lamps Ri, i?2, and 

Switch 



?=-•■ 



H 



{ 



\ 



R =10 Oh 




R^-l Ohm 



Fio. 7. — Parallel circuits. 

Rz in Fig. 6 have a resistance of 8, 4, and 2 ohms, respectively; then by 
formula (4) the combined resistance of the three lighting circuits will be, 

1 18 

R = 1: 1. 1 = ^ = =, or 1.143 ohms. 

8^4^2 8 

The total current drawn by all the lamps, if connected to a 6-volt 
storage battery, as shown, can now be found by formula (1), 

/ = ^ or ^-jaq = 5-25 amperes. 

By connecting the lamps in parallel, each lamp will operate at the 
same voltage (the voltage of the battery) and independent of the other 
lamps so that if one lamp is turned oflf, or burned out, the other lamps 
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will not be affected, but will continue to bum with full brilliancy. This, 
however, would not be the case if the lamps were connected in series as 
in Fig. 6, since the burning out of one lamp would "open" the entire 
circuit and prevent the current from flowing through the other lamp. 

9, Electrical Power. — The unit of electrical power is the waU which 
may be defined as the rate at which work is performed by a current of 1 
ampere flowing through a circuit under 1 volt pressure. Expressing this 
as a formula: 

P = EXI (5) 

in which E = the voltage in volts, I = the current in amperes, and P 
= the power in watts. 

Thus it will be seen that if the voltage and current in a circuit 
are known, the electrical power in watts may be readily determined by 
multiplying the voltage in volts by the current in amperes. If the prim- 
ary circuit of an automobile ignition system draws a continuous current 
of 23^ amperes from a 6-volt battery (as indicated by the dash ammeter) 
the electrical power or work required of the battery will be P = JE X /, 
or 6 X 2^ = 15 watts. 

In many instances the watt is too small a unit for convenient use; 
consequently, the kilowatt (kw.) or 1,000 watts is frequently used. It 
requires 746 watts to equal 1 mechanical horsepower (hp.); therefore, 



and 



1000 (watts in 1 kw.) , ^^ ^ 

1 kw. = -WTK7 — TT-A' — rrzTS o^ 1-^ hp. 

746(wattc^m 1 hp.) ^ 

^ , 746 (watts in 1 hp.) ^ . . , 

1 hp. == Tru^FT/ II — ' T~i T OT .746 kw. 

^ 1000 (watts m 1 kw.) 



Approximately, 1 kilowatt equals l}i horsepower, and conversely, 1 
horsepower equals % kilowatt. These figures, representing the relation 
between mechanical and electrical power, will be found very necessary 
in calculating the power requirements of motors and generators; conse- 
quently, it is advisable that they be memorized. It should also be 
remembered that, 

1 k^ilowatt of power used for 1 hour = 1 kilowatt hour (kw. hr.) and 
1 ampere of current used for 1 hour = 1 ampere hour (amp. hr.) 
10. Effects of Electric Current. — Experiments have shown that an 
electric current in flowing through certain circuits produces various 
physical, chemical, and magnetic changes or effects. On the automobile, 
these effects include (1) heai and light, as witnessed in the glow of the lamp 
filaments; (2) chemical action, which is the principle of the storage battery; 
and (3) magnetism, upon which the induction coil, magneto, generator, 
and starting motor all depend for their operation. 

Heai is developed in any conductor through which electricity flows, 
and the temperature of the conductor is, consequently, raised. The 
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heat represents the loss due to the overcoming of the resistance by the 
current. The amount of heat developed is often very small and is not 
noticeable. Fuses burn out because of the heat developed in them by the 
current. When the current becomes excessive, the fuse wire melts and 
opens the circuit, protecting it from possible damage. Incandescent 
lamps produce light because their filaments are heated white hot by the 
passage of an electric current. 

The chemical action due to an electric current may be illustrated, as 
in Fig. 8, by submerging the 
ends of two wires, connected to 
battery terminals, in a glass of 
water in which a Uttle salt has 




been dissolved. The current in 
passing through the water will 
liberate a gas (chiefly hydrogen) 
in the form of fine bubbles which BATTERY^ 

will rise particularly around the ^iq. 8.— chemical effect of electric current. 

negative terminal. This simple 

test is very valuable to remember as a means of determining the posi- 
tive and negative of two direct-current leads. It is also valuable in 
distinguishing between alternating and direct current, since alternating 
current w'ill cause bubbles to collect equally around both terminals. 

The magnetic effect of an electric current can be readily seen when a 
current from a battery passes through an insulated wire wound on an 
iron bar as shown in Fig. 9. The iron bar then has an attraction for 
other pieces of iron, and is said to be magnetized. 

11, Magnetism. — Certain 
metals have the property of 
being able to attract other 

I ROM °^®*^^®- '^^ property is 

CORE known as magnetism, and, 

r t r f f y while it is not known pre- 

^ ...^«r..> ^ - ^ 1 * *J*^* ; l!.^ cisely just what magnetism 

BATTERY-^ ELECTRO^MAGNET ^ ^ ^, .^ . , 

^ ^ ^, .. « . i, , X . X IS, any more than it IS known 

Fig. 9. — Magnetic effect of electric current. i ^ i ^ • . . . . i i 

what electricity is, the laws 
under which magnetism acts are well understood. Although electricity 
and magnetism are closely associated they are entirely different and one 
should not be confused with the other. 

12. Natural and Artificial Magnets. — Magnetism obtained its name 
from the fact that certain natural iron ores found near Magnesia, in Asia, 
exhibited this attractive power. A piece of ore possessing this power 
was called a magnet, and the ore itself has been named magnetite or lode- 
stone. Tlus ore is the only known form of natural magnet. The mag- 
netic strength of this material is not sufficient to warrant* its being used 
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for commercial magnets. It is possible to manufacture magnets having 
very high magnetic strength, and these will be the only magnets which 
will be considered in this volume. 

IS. Magnetic and Non-magnetic Metals. — Only certain metals, chiefly 
iron and steel or alloys containing these metals, and nickel to a lesser 
extent, show magnetic properties. These metals are known as magnetic 
metals. Metals such as brass, copper, almninum, or zinc, which do not 
show magnetic properties, are called non-magnetic metals. 

Soft iron is very easily magnetized, but it loses its magnetic proper- 
ties soon after the magnetizing influence is removed. Magnets made of 
soft iron are called temporary magnets. A bar of hardened steel, on the 
other hand, after being magnetized will, with proper treatment, retain 
its magnetism indefinitely. Magnets made of this material are called 
permanent magnets. For these reasons, magnets which must become 
demagnetized quickly, such as the cores of induction coils, are made of 
soft iron — usually in the form of a bundle of soft iron wires — while mag- 
nets which must retain their magnetic strength, such as the magnets on 
a magneto, are made of hardened nickel steel, chrome steel, or tungsten 
steel. 

14. The Poles of a Magnet. — Certain parts of a magnet possess the 
power of attracting iron to a much greater extent than other parts. 
These parts are called poles. In a bar magnet the strength is greatest 
at the ends; consequently, the ends form the poles. These poles differ 
from each other in certain respects and are called the North and the 
South poles. 

The force which draws bits of iron or steel to the magnet is said to be 
exerted along lines which extend from one pole of the magnet through 
the surrounding space to the other pole. These lines are called magnetic 
lines of force. The number of lines of force present in any particular 
part of the space, called the magnetic fieldj around a magnet constitutes 
the magnetic flux at that particular point. The lines of force are invis- 
ible but their presence may be easily shown by placing a sheet of paper 
over a magnet and sprinkling fine iron filings upon the paper. Upon 
gently tapping the .paper, the filings will arrange themselves in well- 
defined Unes running from one pole to the other as shown in Fig. 10. It 
will be noticed that each hne runs from one pole to the other in the short- 
est path possible without touching its neighbor. In this respect they 
act very much like stretched rubber bands tending to contract as much 
as possible, but having a marked aversion to touching each other. 

In order to explain many of the phenomena which are taken up later 
it is necessary to assign direction to the lines of force. It is now generally 
considered that the lines of force leave the magnet at the North pole, go 
around through space and enter the magnet at the South pole, continuing 
through the body of the magnet to the starting point. Each line of 
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force makes a complete loop. An interesting point in the study of the 
action of lines of force lies in the fact that they never touch each other 
and never a-oss each other, however 
crowded they may be. The direction 
of the lines of force of a bar and a 
horseshoe magnet is clearly shown in 

Fig. II. 

When two magnets are brought 
together, it is found that the North 
pole of one attracts the South pole of 
the other, and that two like poles, 
either North and North or South and 
South, repel each other. This mag- 
netic attraction or repulsion isclearly 
shown by dipping two horseshoe mag- i 
nets in iron fiUngs and noting the 
formation of the filings when the poles of the magnete are brought 
together as in Fig. 12. The filings will form in metallic strings between 



Fia. 11. — LmsB of force arouDd bar and horseshoe magueta. 

the poles, thus showing the magnetic attraction between unlike poles. 
With the like poles brought together, as in Fig. 13, the fihngs will have 




the appearance of two jets of water being forced against each other, 
thus showing repulsion. 
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16. The Magnetic Field. — ^The zone through which the magnetic flux 
or lines of force from the North pole pass to the South pole is known as 
the magnetic jieM of the magnet. The strength of this field depends upon 
the number of magnetic lines of force per square inch at that part of the 
field under consideration. 

The polarity of a magnet and the direction of its magnetic field may be 
readily determined by using a compass as shown in Fig. 14. The North 



U^POCKET 




Fig. 14. — Use of a compass to determine magnetic polarity. 

end of the compass needle (the end which naturally points toward the 
geographical North pole) will ah ays point in the direction of the magnetic 
lines of force or toward the South pole of the magnet. Likewise, the 
south end of the compass needle will point toward the North pole of the 
magnet. 
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f Fig. 15.- — Magnetic lines of force about a straight conductor carrying current.. 

16. Electromagnetism. — Magnetism which is produced by an electric 
current is called electromagnetism. Experiments show that a wire or 
any other form of conductor which carries an electric current will have a 
magnetic field set up around it in a right-handed direction to the current 
and proportional in strength to the amount of current flowing. This fact 
constitutes the basis for the important relation between electricity and 
magnetism. The magnetic field thus produced is arranged in concentric 
circles around the wire, as in Fig. 15, and, like the field of a magnet, its 
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direotioa can be detenuined by a pocket compass. The magnetic needle, 
if held above or below a wire carrying a direct current, will turn cross 




s 

Fia. 16. — Deflection of a, compaae needte when near a conductor oanymg a cunent. 

wise of the wire, as in Fig. 16, with the North end of the compass pointing 
around the wire in the direction of the magnetic lines of force. By thus 
determining the direction of magnetic 
field around the wire, the direction of 
current flowing in the wire may also 
be determined. 

If the wire is coiled into a loop, as 
in Fig. 17, it will be found that the 
lines of force all enter the same face of 
the loop and come out of the other 
face. If two loops are placed close 
together, as in Fig. 18 A, the lines of 
force will join and go around the two 
wires together instead of around each 

one alone. The same is also true of Fio- i7.— Mngnetic field producsd by 
the hnes of force surrounding two curren m a sm o oop. 

parallel wires placed close together in which both wires are carrying 
current in the same direction as in Fig. 18 B. If a number of turns of 




insulated wire are wound into a coil, as in Fig. 19, nearly all the lines of 
force will enter one end of the coil, pass through it, leave the opposite end, 
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and return outside of the coil to the starting point. A helical coil carry- 
ing an electric current has the same character of magnetic field aa a bar 
magnet having a North pole where the lines of force leave the coil and 
a South pole where the lines of force enter the coil. Such a coil carrying 
an electric current is called a solenoid. 

17. The Electromagnet — The magnetic strength of a solenoid is not 
great, but may be made so by inserting a core of soft iron or steel, as 
in Fig. 20, converting it into an electromagnet. The iron has the property 
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Fio. 10. — Lines of force through a coil or solenoid. 

of conducting magnetic lines of force much more readily than the air; 
hence, a solenoid with an iron core will have greater magnetic strength 
than a simple solenoid without a core. 

The strength of the electromagnet may also be increased by increasing 
either the amount of current flowing through the winding, or the number 
of turns in the coil, or both. In fact, the magnetic pull of the core will 
depend not only on the size and length of the core, but on the number of 

__ ^ ^ amperes multipUed by the ■ 

"^ number of turns in the wind- 

ing, or the total number of 
J; ampere-turns producing the 

/ magnetism. If the coil in Fig. 

20 consists of 10 turns of wire 

■» _-_; """_: _-j'=-" through which a current of 8 

Fio. 20.-Linesoffo.^rii™uBhane1ectromaRn<,t. ^"IP^^^ '^ flowing, the mag- 
netic strength of the core will 
be due to 10 X 8 or 80 ampere-tums. 

18. To Determine the Polarity of an Electromagnet. — A simple method 
for determining the polarity of an electromagnet, if the direction of cur- 
rent is known, is to grasp the coil in the right hand with the fingers point- 
ing around the core in the same direction as the current flowing in the 
winding. With the hand in this position, the thumb will naturally 
point in the direction of the magnetic lines of force or along the core to 
the North pole. 

The polarity of an electromagnet may also be quickly determined by 
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holding a compass near its poles. The North end of the needle will 
point to the South pole of the magnet as already illustrated in Fig. 14. 

19. Electromagnetic Induction, — It was pointed out in the. preceding 
paragraphs that a current flowing in a conductor creates a magnetic 
field around the conductor in a right-handed direction to the flow of current 
as shown in Fig. 16. It will also be found that if a magnetic field is set 
up around a conductor an electric current will be caused to flx)w in the con- 
ductor, and that the same relation will exist between the direction of 
current flow and the magnetic field. This relation is shown very clearly 
in Fig. 21 in which the forward travel of the screw represents the direction 
of current, and the rotation of the screwdriver, the direction of magnetism. 

The process of generating a current in this manner is known as electro- 
magnetic induction, and the current thus produced is called an induced 
current. If the current is generated by magnetism alternating in direc- 
tion, the induced current will also be alternating in direction, with as 
many reversals through the wire per second as there are reversals of 
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Fig. 21. — Relation between direction of current and magnetic field. 

magnetism. Such a current is called alternating current and is usually 
abbreviated A. C. 

A magnetic field may be set up around a wire in two ways: either by 
cutting a magnetic field with a wire, such as rotating an armature of a 
magneto or generator in a magnetic field; or by cutting the wire or coil of 
wire with a rapidly moving magnetic field as found in the inductor type 
magneto and in the induction coil. 

"he method by which a magnetic field is set up around a conductor 
and the relative direction of the induced current are illustrated by Fig. 
22 A, 5, and C in which N and S represent the North and South poles of a 
magnet and W a wire cutting through the magnetic field between N and 
S in a downward direction. The magnetic lines of force between N and 
S cause an attraction between the two poles, like that of many rubber 
bands under tension. It is evident that the rubber bands, if intercepted 
by a moving wire, will be crowded ahead as indicated in Fig. 22 B. In 
a similar way, it may be supposed that the magnetic lines of force will 
be distorted by the moving wire as shown in Fig. 22 C From this figure 
it will be noted that the distorted lines of force crowding ahead of the 
moving conductor or wire will create a field of greater intensity on one 



16 



AUTOMOTIVE IGNITION SYSTEMS 



side of the conductor than on the other. This will have the eflfect of 
setting up a magnetic whirl around the conductor in an anti-clockwise 
direction, thereby inducing voltage and current in the conductor as indi- 
cated by the arrows. This whirl of magnetic lines may be Ukened in 
direction to a whirlpool caused by water turning a sharp bend in a creek, 
as in Fig. 23, in which the water corresponds to the magnetic lines of force. 




Fig. 22. — Principle of electromagnetic induction. 

In this example the field was considered stationary and the wire 
movable. If instead the wire should be stationary and the magnetic 
lines made to cut the wire, as in Fig. 24, the eflfect would also be the same, 
resulting in a current and voltage being induced in the wire. In either 
case, the current will be set up in the wire in a direction which will 
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Whirlpool. 




Fig. 23.- 



- Water analogy of magnetic whirl Fig. 24. — Magnetic lines of force 
around a conductor. cutting a conductor. 



depend upon the direction of the magnetic lines between the poles and 
upon the direction in which the wire cuts the magnetic lines of force. 
The current thus produced is proportional in strength to the resistance 
of the wire, to the strength of the magnetic field, and to the speed at which 
the magnetic lines of force are cut. 
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The Right-hand Rule. — ^An easy way to determine the relation between 
the induced current, the direction of magnetism, and the motion of the 
wire through the magnetic field is by holding the thumb and first two 
fingers of the right hand at right angles as shown in Fig. 25. If the thumb 
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FiQ. 25. — Right-hand three-finger rule for determining direction of induced current. 

is made to point in the direction of the magnetic field, and the second 
finger in a direction corresponding to the relative motion of the con- 
ductor, the first finger will naturally point along the conductor in the 
direction of the induced current. 
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IGNITION BATTERIES 

20. Primary and Secondary Batteries.— The most essential part of 
any electrical ignition system is the source of electric current. For this 
purpose a battery, generator, or magneto may be used. In the battery 
ignition system the current is supplied by either a dry battery made up 
of a number of dry cells, or by a storage battery composed of a number of 
storage cells. The number of cells used with either type of battery de- 
pends upon the voltage and current 
required to operate the system. 

A cell J in its simplest form, con- 
sists of two plates, which may be of 
two diflferent metals, or one plate may 
be of metal and the other of carbon, 
immersed in such a manner that the 
plates do not touch each other in a 
vessel containing a chemical solution 
called electrolyte. The chemical solu- 
tion acts upon the plates in such a 
way that a difference in potential or 
voltage is created between the two 
plates. When the two plates are 
joined by a conductor, this pressure 
or voltage causes a current to flow 
through the conductor. Cells may be 
grouped under two classes; namely, 
primary and secondary , according to their construction and principle of 
operation. 

The primary cell may be further classified SiS wet or dry, according to 
the nature of its electrolyte. In the wet cell, the electrolyte is in the form 
of a liquid, while in the dry cell it is in the form of a wet paste which will 
not flow or splash. An example of the wet cell is shown in Fig. 26 in 
which the two plates, called elements, of carbon and zinc are immersed 
in a solution of salammoniac in water. When the terminals of the cell 
are connected so as to form a circuit, chemical action will take place 
between the electrolyte and the elements, resulting in a flow of electricity 
through the electrolyte from the zinc to the carbon elements, and 
through the external circuit from the carbon terminal to the zinc terminal 
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FiQ. 26. — Wet primary cell. 
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and element. Such a cell, owing to its low voltage (usually about 1 volt) 
and the relatively small current output in proportion to its size and 
weight, is very inconvenient to use for automobile ignition. For this 
service, the dry cell, Fig. 27, has gained much favor, since it gives a much 
higher voltage and current output, namely, 13^ volts and 25 to 30 
amperes when new, and is much more convenient to handle. The chief 
characteristic of any primary battery is the fact that as electrical energy 
is produced, one of the elements is destroyed by the chemical action. 
When a primary cell has become exhausted, it can be replenished only 
by renewing either the elements or the electrolyte, or both. In the case 
of dry cells it is more convenient and cheaper to replace the entire cell 
with a new one. 

The secondary battery, commonly known as the storage battery. Fig. 
40, which is now universally employed by automobile manufacturers 
for electric starting, lighting, and ignition purposes, differs from the 
primary battery in that it may be charged and discharged many times 
without renewing either the elements or the electrolyte. A secondary 
cell must first be charged by sending a direct current through it, thereby 
causing the elements to undergo an electro-chemical change; then, when 
the cell is used as a source of current, the current discharge is accom- 
panied by a reverse chemical change which changes the elements or plates 
back to their original composition. Consequently, a cell of this type can 
be used repeatedly by providing a means of recharging when it becomes 
exhausted or discharged., 

21. The Dry Cell. — The dry cell. Fig. 27, has been used very exten- 
sively in the past for passenger automobile ignition purposes and is still 
used extensively for tractor, truck, and stationary engine ignition, al- 
though it is being rapidly supplanted by the storage battery and magneto 
as a source of current. It consists of a cylindrical zinc shell or can, the 
inside of which is usually lined with absorbent paper saturated with a 
solution of salammoniac and zinc chloride. The zinc shell forms the 
negative terminal of the battery, and the carbon element placed in 
the center of the cell forms the positive terminal. The space between 
the absorbent paper and the carbon is filled with a mixture of crushed 
coke, graphite, and manganese dioxide. This mixture is also saturated 
with salammoniac and zinc chloride. The purpose of the crushed carbon 
and manganese dioxide mixture is to act as a depolarizing agent. 

Polarization. — When a dry cell discharges rapidly, the flow of current 
through the electrolyte (the electrolyte is the salammoniac and zinc chlor- 
ide which saturates the carbon mixture), causes hydrogen gas to be liber- 
ated. The gas accumulates in the form of bubbles around the carbon 
or positive element of the cell. This action is known as polarization. 
The gas thus formed tends to insulate the carbon rod from the electro- 
lyte, thereby increasing the internal resistance and decreasing the current 
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output. The manganese dioxide, which is rich in oxygen, acts to depol- 
arize or absorb this gas by the combining of the oxygen and hydrogen, 
forming water. If the cell discharges slowly, the hydrogen is united with 
the oxygen as rapidly as released. However, when the discharge rate is 
high, the hydrogen is released too rapidly to be taken up by the oxygen 
in which ease the cell will polarize. If the cell is allowed to stand for a 
short time, to permit the hydrogen to be absorbed, it will regain i(a 
normal condition. 

Nearly all American dry cells used for ignition are 2j^ in, in diameter 
and 6 in. high, which size is usually referred to as No. 6, The top is 
sealed with a special compound to make it air- and water-tight. The 
entire cell, except the top, is wrapped with pasteboard to prevent the 
zinc making contact with other zinc cans in the set. The voltage of a 




Fio. 27.— The dry cell. 

good dry cell on open circuit is about Ij^ volts. The maximum current 
or amperage which it will give, when new, ranges from 20 to 35 amperes, 
depending upon the size of the cell and the temperature. A No. 6 cell 
giving more than 25 to 30 amperes will probably polarize rapidly. Cell 
capacity and life depend largely on the way the cell is used, both being 
greater when it is used intermittently. 

The Dry Cell Always Gives out Direct Current. — Not all dry cells are 
suitable for ignition. Cells which may be suitable for intermittent use on 
doorbells, annunciators, telephones, etc, may have a rather high internal' 
resistance. By resistance is meant the opposition offered to a flow of 
current. Ignition cells should be constructed so as to have a low internal 
resistance. In addition to this, a special effort should be made to reduce 
polarization to a minimum. 
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22. Testing Dry Cells. — ■The voltage of a cell depends upon the kind 
and quality of the elements, the composition of the electrolyte, and the 
temperature. With identical materials, a small cell will show the same 
voltage as a lai^e one. On the other hand, the amperage or capacity of 
a cell depends upon its size. If the terminals of a voltmeter are connected 
across the terminals of a new dry cell, a reading of about 1.5 volts will 
be recorded. The voltage of an exhausted cell is almost as high as a 
new one; consequently, the voltage teat of a dry cell does not furnish 
accurate information as to its condtion. 

The standard method of testing d ry cells is by the use of an ammeler. 
This is an instrument that indicates the rate of flow of current in amperes. 
Figure 28 shows a combination volt- 
meter and ammeter, known as a voU- 
ammeter, such as is usually used for 
dry eel! testing. The flexible ter- 
minal is in both the ammeter and volt- 
meter circuits. When used to testdry 
cells, the flexible terminal and the 
terminal marked Amp. are touched to 
the dry ecll terminals, the stationary 
terminal being connected to the center 
terminal or positive and the flexible 
terminal to the zinc or negative. The 
needle will move across the scale and 
indicate the current strength of the 
cell. When new, the reading for a 
No. 6 ignition cell should be between 
25 and 30 amperes. A reading below 
8 amperes shows that the cell is nearly 
exhausted and cannot be considered 
as a reliable source of energy. 

There is a perceptible difference in 
the action of cells at various temperatures. It is diflicult for the chemical 
action to take place fast enough at a temperature 'of zero or below; con- 
sequently, the cell win test lower than at normal temperatures. On the 
other hand, heat stimulates the chemical action causing the cell to test 
higher than at normal temperatures. Heat will also cause a rapid de- 
terioration of dry cells. When not in use, they should be stored in a 
cool dry place to prevent this rapid deterioration. 

A rough test to determine if a cell is good can be made by short cir- 
cuiting the terminals momentarily by means of a wire. If a small arc 
can be drawn between the wire and the carbon post, the cell is at least 
in fair condition. The test can also be made by stretching a piece of 
fine copper wire of about No. 28 or 30 gage across the terminals. If it 
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fuses instantly, it proves that the cell will test between 15 and 20 amp. 
if tested with an ammeter. Another method is to rest a knife blade on 
the zinc post and to touch the tip of the blade to the carbon. If a small 
ring of smoke appears at the point, the cell is in fair condition. 

23. Wiring of Ignition Batteries.— When the current for ignition is 
supplied by a storage battery, the voltage is usually either 6 or 12 volts. 
This voltage is fixed by the design of the starting and lighting system 
which generally uses the same voltage as the ignition system and which 
operates from the same battery. The battery may vary in size from 60 
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Fig. 29. — Cell connections for a six-volt Fig. 30. — Cell conn^ctioils for a twelve-volt 
storage battery. storage battery. 

to 130 ampere-hour capacity, depending upon the requirements of the 
starting and lighting system. Each storage cell gives approximately 

2 volts; consequently, the proper voltage may be obtained by connecting 

3 cells in series; that is, connecting the Positive (+) terminal of one cell 
to the Negative ( — ) terminal of the next as shown in Fig. 29. In like 
manner, a 12-volt storage battery must have 6 cells connected in series 
as in Fig. 30. 

When dry cells are used for ignition, two methods of connecting several 
cells may be resorted to in order to raise the voltage and amperage to 



S Dry cqII^ in series 
Fig. 31. 
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Fig. 32. 



the proper amount, namely, through Beries or paraitet connection. The 
series method of connection is shown in Fig. 31 in which the carbon or 
Positive of one cell is connected to the zinc or Negative of the next, leaving 
one carbon and one zinc free for connection. Thus the current has to 
pass through the entire set of cells to complete its circuit. This method 
increases the voltage as many times as there are cells. The five cells of 
Fig. 31, each giving about l}^i volts will, when- connected in series, 
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furnish a current at 5 X IMj or 7J^ volts pressure. The current output 
is equal to the current of one cell, or about 20 amperes. If all the car- 
bons are connected and all the zincs fastened together, as shown in Fig. 
32, the connection is known as parallel. The resultant voltage equals 
the voltage of one cell, and the current output equals the current output 
of one cell multiplied by the total niunber of cells. For example, the 
current output of 5 cells connected in parallel would be 5 X 20 or 100 

amperes and the voltage would be l}4 
volts. Therefore, to increase the voltage, 
the cells are connected in series, and to in- 
crease the current output they are con- 
nected in parallel. 
Where the current demand is small or not 

/S emits in muitipie series arrvrfoemenf , . ». n i i • 

iT „„ continuous, 5 cells connected m series may 

be used. This arrangement gives 73^ volts 
and 20 ainperes and is suitable for single cylinder engines or for starting 
engines of two or more cylinders where a magneto is used after the engine 
is in operation. It is also suitable for battery ignition systems designed 
so as to be very economical in the use of current. 

When the amount of current required is great and a storage battery 
is not available, the multiple series connection may be used. This is 
suitable for engines of two or more cylinders and for continuous service. 
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Fig. 34. — Ignition circuit with two sets of dry cells for alternate use. 

The arrangement consists of parallel groups of as many cells in series 
as may be required for the service. Figure 33 shows an arrangement with 
three parallel sets, each having 5 cells connected in series. This arrange- 
ment provides for a current of about 60 amperes at 73^^ volts. 

A scheme for using two distinct sets of cells is often employed as 
shown in Fig. 34. By means of the three-point switch, the two sets of 
cells can be used alternately. This scheme allows relatively long periods 
for recuperation of the cells. 
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24. Care of Dry Cells. — Dry cells are subject to a trouble known as 
local action. Unless the zinc of which the container is made is very pure, 
chemical action will be set up between the zinc and any impurity, such 
as particles of iron. This chemical activity is known as local action and 
will cause the zinc to be rapidly destroyed. The moisture rapidly finds 
its way out of the openings, and as a result the cell dries out and be- 
comes worthless. 

If the cells are located in a damp place, ttere is a possibility of the 
paper covers absorbing enough moisture to set up a local circuit between 
the cells. This means that the cells will be continuously discharging. 
In order to avoid deterioration of the cells from this cause, it is advisable 
to avoid wet locations for the cells. Cells which must be used in such 
locations, however, can be protected to a great extent by being imbedded 
in paraflBin. With this arrangement, local discharge cannot take place, 
neither can moisture escape through any holes in the zinc which may 
result from local action. 

25. Storage Cells. — In storage cells, the current results from cl^emical 
action, as in any primary cell. When the cells are exhausted, however, 
they need not be discarded or the elements replaced, but instead may be 
restored to normal condition by passing a direct current through them. 
By this process, a reverse chemical change takes place, restoring the 
elements to their original structure. It is erroneous to say that electric- 
ity is stored in the elements of a storage cell. In reality, the storage 
cell is a device which converts -electrical energy into chemical energy 
during charge, and reconverts the chemical energy back into electrical 
energy during discharge. The energy stored is in the form of chemical 
energy. When the current is drawn from the cell, the chemical action 
takes place, thus converting chemical energy into electrical energy. 

There are two kinds of storage cells in use, the nickel-iron type and the 
lead type. The former consists of elements of nickel and iron compounds 
in a solution of caustic potash. The latter consists of two groups of lead 
composition plates immersed in a solution of sulphuric acid. Both types 
of cells may be put up in either stationary or portable form, the latter 
always being used for automobile purposes. 

26. The Edison Storage Battery. — A typical Edison storage battery 
suitable for ignitioij and lighting purposes is shown in Fig. 35. This 
battery was developed by Thomas A. Edison in an attempt to overcome 
the objectionaT^le features of the lead storage battery, such as heavy 
weight, acid fumes, and rapid deterioration. The plates are composed of 
iron and nickel, the container is nickel-plated steel, and the electrolyte 
is a solution of caustic potash. The top of the cell, showing the filling 
aperture for adding water, is shown in Fig. 36. 

The complete element of the Edison cell is shown in Fig. 37. The 
negative plate, Fig. 38-4, consists of a steel grid containing pockets filled 
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with iron oxide, such a pocket being shown in Fig. 38£. The positive 
element, Fig. Z9A, consists of thirty perforated ateel tubes reinforced 
by ateel seamless rings equi-distantly spaced and mounted on a steel grid. 
Each perforated tube, Fig, 39B, is filled with alternate layers of nickel 



Fia. 35. — EdiBOD storage battery. 



hydrate and flake- nickel. During oharge and discharge, the solution of 
caustic potash transfers oxygen from one element to the other. The 
positive and negative plates are insulated by several hard rubber rods 
between them. The voltage of each cell is normally about 1.1 volts, the 
capacity depending upon the size and number ol plates in the cell. 
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Although the EdisoD nickel-iron type of battery has the advantages 
of great mechanical strength, long life, and a relatively high capacity 
(at a low discharge rate) per pound of cell, it is not so well adapted for 
automobile service as is the lead type of battery. This is due to the 
lower normal voltage of the Edison cell (being about 1.1 volts per cell or 
approximately one-half as high as that of the lead cell), its rapid drop in 
voltage and efficiency in cold weather, and its inability to discbarge at a 
high rate for the short time necessary to operate the starting motor. 

Since a battery capable of giving a high current output for a short 
period is required to operate the starting motor, 
and since it must alao operate under a very wide 
range of temperature conditions, the Edison battery 
is seldom used on the automobile, other than for 
hghting and ignition purposes. The lead storage 



' Fia. 39- — (A) Positive plate (nickel hydrate). (B) Tube for poiitive plate. 

■battery has been satisfactorily developed to meet all these requirements; 
consequently, it has been universally adopted by automobile manufac- 
turers as standard equipment for starting, lighting, and ignition purposes. 
27. The Lead Storage Battery. — A typical storage battery as used for 
automobile starting, lighting, and ignition purposes is shown in Fig. 40. 
The battery may consist of tixree or more cells, depending upon the volt- 
age desired. Each ceil has an electrical pressure of about 2 volts; conse- 
quently, a battery of 3 cells connected in series is known as a 6-volt 
battery and one of 6 cells connected in series is known as a 12-volt 
battery. 
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Each cell consists of a hard rubber jar in which is placed two kinds of 
lead plates known as positive and negative. These plates are separated or 
held apart from each other by suitable 
separators and are submerged in a solu- 
tion of sulphuric acid and water. A 
sectional view of a typical lead storage 
cell showing the construction and 
arrangement of parts is shown in Fig. 
41, As the lead plate storage battery 
produces current at a pressure of but 2 
volts per cell, a single cell is rarely used. 
The lowest number of cells in practical 
use is found in the three-cell 6-volt 
battery, the different cells being per- 
manently connected together by heavy 
lead strips, while detachable terminals 
are provided for connecting the battery to an outside circuit. 



Fia. 41. — Section of typical lead storage battery. 

Plates. — Each plate consists of a grid or framework. Fig. 42, composed 
of lead and antimony, the openings of \vhich are pasted full of a lead 
compound known as active maUriai. Wl en dry, this active material 
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becomes hard like cement. The plates are then put through an electro- 
chemical proceea which converts the active material of the positive 
plates into brown peroxide of lead, Fig. 43, and that of the negative 
plates into a gray spongy metallic lead as shown in Fig. 44. This proc- 
ess is known a.8 forming the plates. 



After the positive and negative plates have been formed, they are 
built into positive and negative groups as in F^. 45. A positive group 
consists of one or more positive plates burned to a connecting strap and a 
negative group of two or more negative plates connected to a similar 



Fio. 45.— Battery group. Fig. 46. — Battery element. 

connecting strap. To each strap is attached a post which is used to make 
electrical connection between two adjoining groups or to the starting and 
lighting system. One positive and one negative group, together with the 
separators, form an element as shown in Fig. 46. The negative group 
always has one more plate than the positive group aa shown in Fig. 47. 
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This is true regardless .of the number of plates in the element. For ex- 
ample, a three-plate eteiBent would have one positive and two negative 
plates, and a five-plate' element would have two poaitive and three nega- 
tive plates. • i-- i 

The plates are welded or "burned" to the connecting straps usually by a 
hydrogenoroxy-acetylene flame so that the plates and strap form one unit. 



Fig. 4r. — ^Positive and negative group. Fio. 48. — Rubber jara. 

The plates are so arranged that when the element is assembled, each 
positive plate surface is adjacent to a negative plat« surface, the distance 
between these surfaces being %2 in. to J^ in. The positive and negative 
surfaces are kept apart by thin sheets of wood or rubber known as 
separators. 

Jars and Covers. — The j^rs forming the cells, Fig. 41 and Fig. 48, are - 
made of hard rubber, designed ti resist both the action of the electrolyte 



Fio. 49. — Cut away seotion of atoiage eel] ahowing sediment apace bcluw the plates. 

and the mechanical strains. Bridged supports, Fig. 49, are molded in the 
bottom of each jar to hold the plates and separators off the bottom, thus 
forming a sediment chamber below for catching the accumulation of any 
active material which may free itself from the plates. 

The cover, Fig. 50, is of hard rubber with an opening in the center 
for the vent cap and an opening on each side for the connecting posts of 
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the positive and negative groups, which are known as terminals. The 
cover also provides an expansion chamber for the electrolyte. 

Battery Box.— The battery box is made of hard wood thoroughly 
coated with an acid proof paint. The cells are usually sealed in place 
in the battery box by pouring a sealing pitch compound over the entire 
top. This prevents any vibration of the jars and renders the top of the 
cells dirt and leak proof. In some cases, where specially designed covers 
are used, only the individual cell tops are sealed. This adds greatly to 
the ease with which the batt«ry can be taken apart. 

It is absolutely essential that the battery be securely held in position 
on the car. For this purpose, brackets are fitted on the battery case to 
which bd.ts are attached to hold the battery firmly in position. 

M'^if^ings of the Battery. — For convenience in connecting the battery, 
the terminals are ordinarily marked either with Pos. ( + ), or a red 
fiber sleeve on the positive post, and with Neg. { — ), on the negative 
post. This marking is in accordance with the way the battery discharges, 
the current leaving the positive terminal and returning to the negative. 



PosmVELEAD + _NEfl*TLVC LEAD 




It is also customary among battery manufacturers to make the posi- 
tive cable connection larger than the negative. If the terminals are not 
marked, the polarity can be readily determined by attaching a wire lead 
(pronounced Ued) to each terminal and inserting the two free ends in a 
glass of saltwater or battery electrolyte, whereupon gas bubbles (hydrogen) 
will be noticed to form around the negative lead as in Fig. 51. 

28. Separators. — The separators play a very important part in the 
life and operation of the battery since they insulate the positive and 
negative plates from each other and prevent short circuits between them. 
If the separators become cracked, or damaged in any other way, per- 
mitting metallic contact between the plates, the battery will discharge 
internally and may ultimately become useless. Two principal kinds 
of separators are used, namely, wood, and threaded rubber. 

The wood separator. Fig. 52, is made of specially selected wood, 
usually basswood or cypress, which is chemically treated to remove the 
acetic acid and other impurities which are always in the wood and which 
are harmful to the battery. This chemical treatment also makes the 
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wood more porous, to allow ready diffusion of the electrolyte through 
the separator pores upon the charging and discharging of the battery. 
Each separator is grooved on one side. When they are installed, this 
grooved side should be placed next 
to the positive plate with the 
grooves running vertical as in Fig, 
53. The purpose of these grooves 
is to permit the gas which accumu- 
lates around the positive plate, 



Fio, 53. — Wood saparator. Pio. 53. — Inserting aeparatora in battery 

element. 

which is the more active plate, to escape freely to the surface. The 
grooves also provide a passageway for any active material, which may 
free itself from the plate, to fail to the sediment space below. 



Fro. 54. — Willard threaded rubber separator. 

The threaded rubber separator, Fig. 54, is manufactured by the 
Willard Storage Battery Company and is used exclusively in the Willard 
battery. From Fig. 55, which shows a magnified view of this separator, 
it will be seen that the threads run through the separator at right angles 
to the surface. According to the manufacturers, there are 196,000 of 
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these threads per sq. in. The theory is that each thread acts as a wick 
between the positive and the negative plates. The separator is thus ren- 
dered porous, due to the capiljary attraction of the threads. Another 
feature of this separator is that it does not carbonize and crack upon 
drying out as does the wood separator. On this account the life of the 
separator and battery is greatly increased. The threaded rubber separator 
has corrugations which correspond to the grooves of the wood separator 
and should be installed in a similar manner, with the corrugations running 
vertical. 

29. The Electrolyte. — The electrolyte, as used in all types of auto- 
mobile lead storage batteries, consists of a mixture of chemically pure 



FiQ. 55. — Mioroscopio aection o( Willard threaded rijbber separator. 

sulphuric acid (HsS04) and distilled water, the proportion being about 
two parts of acid to five partsof waterby volume. The proportion of water 
and acid should be such that the density of the solution will have a specific . 
gravity of 1.300 at TOT. 

Specific Gravity. — By specific gravity is meant the ratio of the weight 
of any substance compared with the weight of an equal volume of pure 
water at normal temperature and pressure. Pure water is considered to 
have a specific gravity of 1, usually writt«n 1.000 and spoken of as ten 
hundred. One pound of water has a volume of approximately one pint. 
An equal volume of chemically pure sulphuric acid weighs 1.835 lb. It, 
therefore, ._has a specific gravity of 1.835 and is spoken of as eighteen 
thirty-five. 
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In the cells, the electrolyte should cover the tops of the plat«s from 
^ in. to 3^ in. at all times to prevent injury to the plates and separators. 
The proper level of the solution is 
shown in Fig. 56. 

30. The Hydrometer. — A conven- 
ient way of testing the specific gravity 
of the electrolyte is by the hydrometer 
syringe as shown in Fig. 57 A. This 
instrument consists of a large glass 
tube syringe within which is a small 
elongated glass hydrometer float with 
a vertical cylinder graduated from 
1.100 to 1.300. The rubber bulb at the 
top is used to draw the liquid into the 
instrument. Normally, the hydrom- 
eter rests on the bottom of the tube 
but, as soon as a liquid with a specific 
r„. 58^-M.n_.,^.u.™ „)l .h.,f„ p^^ity ^,^^, jha„ 1.100 is drawn 
into the syringe, the hydrometer floats 
at a depth according to the specific gravity of the liquid. The gradua^ 
tion on the scale in line with the surface of the electrolyte, Fig. 57B, is 




Fia. 57 —The syringD hydrometer. 

the reading of the specific gravity of the solution. For convenience, its 
reading is spoken of as being 1150, 1200, 1280, 1300, etc., instead of 1.15, 
1.2, 1.28, and 1.3 which is of course correct. The reading on the scale of 
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Fig. 57B 18 1.280 or twelve-eighty. The hydrometer S3rringe is also used 
for adding water to the cells. 

31. Action of the Lead Storage Cell on Discharge. — When the cell 
is fully charged, the electrolyte has a density, or specific gravity, of 
1.275 to 1.300; the active material on the positive plates being peroxide 
of lead and on the negative plates pure spongy metallic lead. The volt- 
age between the positive and negative groups is from 2.1 to 2.2 volts. 
Consequently, if the cell terminals are connected through an electric 
circuit, such as the ignition system, lighting system, or starting motor, 
current will flow due to this voltage. As the cell discharges, chemical 
action takes place between the sulphuric acid in the electrolyte and the 
lead in the plates,.changing the lead peroxide of the positive plates and the 
pure spongy metallic lead of the negative plates into sulphate of lead.. 
This lead sulphate is formed in the same way that copper sulphate is 
formed when sulphuric acid is dropped on a copper wire terminal and in 
the same way that iron sulphate is formed when sulphuric acid is dropped 
on the iron work of the car. In cases of this kind, it will always be noticed 
that the amount of sulphate formed is out of all proportion to the quantity 
of metal eaten away. In the same manner, when the sulphuric acid of 
the electrolyte combines with the lead in the plates to form lead sulphate, 
the volume is increased so as to fill completely the pores of the active 
material when the cell is completely discharged. This makes it difiicult 
for the charging current to reach all parts of the active material, and 
accounts for the manufacturer's instructions never to discharge the bat- 
tery below a certain point. 

As the discharge progresses, the electrolyte becomes weaker, due to 
the amount of acid absorbed by the active material of the plate in the 
formation of lead sulphate, which, as previously explained, is a compoimd 
of sulphuric acid and lead. This lead sulphate continues to increase 
in bulk, filling the pores of the plates eventually to such an extent that 
the free circulation of the acid is retarded. Since the acid cannot reach the 
active material' of the plates fast enough to maintain the normal action, 
the battery becomes less active. This is indicated, if tested at intervals 
by a low reading voltmeter, by a rapid falling oflf in the voltage. Starting 
at slightly over 2 volts per cell (the battery being fully charged), this 
voltage is maintained at normal discharge rates with but a slight drop 
until the lead sulphate begins to fill the plate. When this occurs, the 
voltage gradually drops to 1.8 volts per cell, and from this point on drops 
very rapidly. A voltage of 1.7 per cell indicates practically complete 
discharge; also, that the plates of the cell are filled with lead sulphate, 
and that the battery should be placed on charge immediately. 

During the normal discharge, the amount of acid used from the 
electrolyte will cause the gravity of the solution to drop from 100 to 150 
points, so that if the hydrometer shows a reading of 1.280, when the cell 
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is fully charged, it will indicate but 1.130 to 1.180 when it is exhausted 
or completely discharged. The electrolyte is then very weak; in fact, it is 
little more than pure water, since practically all of the available acid 
has been combined with the active material of the plates. Toward the 
end of the discharge, the electrolyte becomes so weak that it is no longer 
capable of producing current at a rate sufficient for any practical purpose. 

32. Action of the Lead Storage Cell on Charge. — The action of the 
cell on charge consists of a reversal of the process which takes place when 
the cell discharges. This is accomplished by sending a direct current 
through the cell in a charging direction which is opposite in direction to the 
current flow when the cell discharges; namely, in at the positive terminal 
and out at the negative terminal. When the charging current is sent 
through the cell, the action is as follows: The sulphuric acid, which was 
absorbed by the plates on discharge, forming leiad sulphate, is forced out 
of the plates back into the electrolyte thus raising the specific gravity. 
At the same time the lead sulphate on both plates (caused by the sulphur 
in the acid combining with the lead) is converted back to peroxide of 
lead in the positive plates, and into spongy metallic lead in the negative 
plates. When practically all of the acid has been transferred from 
the plates to the electrolyte and the sulphate converted back into its 
original form, the cell is said to be fully charged and should then show a 
specific gravity of 1.275 to 1.300 and a voltage of about 2.2 volts on open 
circuit. 

When the cells are completely charged, the charging current can do no 
more useful work. Its only effect then will be to convert particles of 
water in the electrolyte to hydrogen and oxygen gas which will bubble up 
violently and thereby indicate that the battery is nearing a full state of 
charge. On the other hand, if the elements of the cells do not receive 
sufficient charge, the sulphate may harden to such an extent as to be 
very difficult to remove from the plates. Furthermore, if the battery is 
allowed to remain in an uncharged condition, a denser and harder sulphate, 
which is even more difficult to remove, will form on the plates. This 
hardening of the sulphate, commonly known as sulphation, takes place 
to some extent even when the battery is considered fully charged. It is 
advisable, therefore, to charge the battery immediately after a discharge 
and about once a month when out of service, even though it is considered 
fully charged. 

33. Heat Formed on Charge and Discharge. — When the cell is 
charged or discharged, the chemical reactions due to the passage of the 
current through the electrolyte cause heat to be generated. This heat 
does not become injurious until the temperature rises to about 105**F., 
and it may rise to 110°F. or even higher for a brief period of time without 
injury to the plates. It is not considered advisable, however, to charge 
a battery for any length of time after the temperature has risen to 105**F. 
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The battery should either be taken off charge and allowed to cool or the 
charging rate should be reduced. 

34. Evaporatioii of Water. — The water in the electrolyte evapo- 
rates slowly due to the heat formed on charge and discharge and also due 
to the gassing on overcharge. The sulphuric acid, however, does not 
evaporate and, consequently, the solution becomes denser. This loss of 
water due to evaporation must, therefore, be made up by adding only pure 
water. The amount of evaporation depends on the temperature and 
on the amount of work done by the battery, and is a varying quantity. A 
safe rule to follow is to replace the water every week in summer and every 
two weeks in winter, during ordinary use of the car. If the car is out of 
service, water should be added once every two weeks in summer and once 
a month in winter before it is given a refreshing charge. During cross- 
country touring it is good practice to add distilled water every 200 miles 
of travel, or once a day. The hydrometer syringe may be used for adding 
the water. Enough water should be added to keep the level of the elec- 
trolyte at all times up to the bottom of the inside cover, or % in. to }4 ii^- 
above the tops of the plates as shown in Fig. 56. The cells should never 
be filled above this level. The electrolyte expands when charging, due 
both to the increase in temperature and to the gas bubbles which rise 
from the plates; therefore, space must be allowed for expansion. The 
battery if filled too full will run over, resulting not only in loss of electro- 
lyte, but in the eating away of the battery box and serious corrosion of 
the battery terminals and connectors. Discharge circuits may also result 
from the film of electrolyte remaining on the top of the battery. 

36. Necessity of Adding Pure Water. — Only absolutely pure water, 
such as distilled water, should be used in filling the battery. Distilled 
water is obtained by boiling water, catching the steam that comes off, 
and condensing it into a liquid. Distilled water can usually be obtained 
at any drug store or garage and must be kept in an acid-proof vessel. A 
common way of storing it is in a glass bottle or jug. Water which has 
merely been boiled should not be used. If distilled water is hard to 
obtain, melted artificial ice, or filtered rain water which has not come into 
contact with iron pipes or tin roofs, may be used. A common way of 
collecting the latter is to catch the rain directly in an earthenware jar 
set out after it has been raining for about 5 or 10 minutes. This is to in- 
sure that there are no impurities in the form of gases and small solid parti- 
cles taken into the water on its journey from the clouds. The use of 
spring, river, hydrant, or well water should be avoided as these are liable 
to contain iron or other substances detrimental to the life of the battery. 

36. Storage Battery Testing. — Due to the action which takes place 
in the battery cells upon discharge (the acid of the electrolyte combining 
with the active material in the plates forming lead sulphate), the specific 
gravity change of the electrolyte will be directly in proportion to the 
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state of charge of the battery. Thus by merely testing the gravity of 
the electrolyte with a hydrometer the exact state of charge of the battery 
can at once be determined, providing there has been no loss of electrolyte 
through spilling, and that no acid or other liquid has been added by persons 
not familiar with battery principles in an attempt either to charge the 
battery or to keep it from freezing. If it is known that the battery has 
been so treated, the voltage of each cell should be taken with a low-reading 
voltmeter to check the hydrometer readings. When fully charged, each 
cell should show a specific gravity of 1.280 to 1.300 and about 2.2 volts 
per cell. The following table gives the state of charge, also the freezing 
temperature of the storage battery at different specific gravities. It will 



Speoifio Gravity 


Approximate Voltage 
Per CeU 


Condition of Battery 


Freezing Point in Degrees 
Fahrenheit 


1.275 to 1.300 

1.260 

1.210 

1 . 160 

1.120 or below 


2.2 
2.1 
2.0 

1 . 8 or less 


Fully charged 
^i chargerl 
}^ charged 
Ji charged 
Completely discharged 


90 degrees below zero 

60 degrees below zero 

20 degrees below zero 

Zero 

20 degrees above zero 



be noted that the freezing point of electrolyte depends upon its specific 
gravity and the condition of battery charge. Therefore, to prevent a 
battery from freezing, it should be kept in a fully charged condition. 

37. Variations in Cell Readings.— If the specific gravity in any cell 
tests more than 25 points lower than the other cells in a battery, it is an 
indication that this cell is out of order. One reading to determine the 
specific gravity of a cell is not sufficient. Several readings should be 
taken and the average determined. Variations in the readings of differ- 
ent cells may be due to short circuits inside one or more of the cells; 
putting too much water in the cell, causing the electrolyte to overflow; 
or to loss of electrolyte due to a cracked or leaky jar. 

Low specific gravity in one or more cells can very often be brought up 
by driving the car (using starter and lights sparingly)^ or charging by 
means of the generator with the engine running idle, in which case read- 
ings ought to be taken at frequent intervals. If the specific gravity in 
any cell does not come up to at least 1.260 after the other cell readings 
indicate that the battery is fully charged, it is an indication that the low 
cell is in need of internal adjustment. This can only be done by an experi- 
enced battery repairman. 

Most battery troubles can be traced to the electrolyte becoming too 
low in the cells. The effect of this is to weaken the battery, thus per- 
mitting it to be more easily discharged, and frequently causing harmful 
sulphation of the plates and injury to the separators. This may also 
allow the plates to come together, causing internal short circuits. It is 
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very important, therefore, that pure distilled water be added regularly 
to all cells in order to keep the electrolyte up to the level specified by the 
manufacturer. 

If the battery does not regain its full power and efficiency within one or 
two days after continuous charging on the car as explained above, it is 
an indication that the battery is badly sulphated, or has some other 
internal trouble. In such condition the battery should receive immediate 
attention from a competent battery man, otherwise it may be entirely 
ruined. A frequent cause for the electrolyte being low in, one or more cells 
is the presence of a cracked or leaky jar. If one cell needs more frequent 
addition of water than the other cells, it is a good indication that the 
jar leaks. This condition calls for immediate action, as the trouble can 
very easily be corrected if the battery is taken to a service station at 
once and a new jar installed. If the cracked or leaky jar is not im- 
mediately replaced, the cell will be totally ruined and very likely the 
entire battery seriously damaged, if left in service. Jars are frequently 
broken due to the battery hold-down bolts or clips coming loose, allowing 
the battery to jolt around; or to freezing of the electrolyte in cold weather. 
38. Variation in Hydrometer Readings Due to Temperature Changes. 
All the definite figures given in hydrometer readings are based on the 
normal temperature of 70®F. for the electrolyiie. This refers to the 
temperature of the liquid itself, and not to the temperature of the sur- 
rounding atmosphere. The weather might be freezing cold and yet the 
temperature of the liquid solution in the battery might be normal or 
above, either from the heat of the engine or because the battery was being 
vigorously charged. 

The temperature of a battery may be readily measured with a dairy 
thermometer or a special inexpensive battery thermometer intended for 
this purpose. The thermometer is inserted through the vent plug-hole 
in the liquid in the same way as a hydrometer. The rule in making 
temperature correction is that for every 3° above 70°F., 0.001 be added 
to the hydrometer reading; and for every 3** below 70°F., 0.001 be sub- 
tracted from the observed reading. For example: If the temperat^ure 
at the end of charge is 120°F. and the observed gravity reading is 1.260, 
the corrected reading is determined as follows: 

120° - 70° = 50° 

50° -^ 3° = 17°(approximately) 

17° X O.QOl = 0.017° 
Corrected reading: 1.260'' + 0.017° = 1.277°. 
Again, if the reading at 0°F. is 1.210, then 

70** - 0° = 70° 

70° -^ 3° = 23° (approximately) 

23° X 0.001 = 0.023° 
Corrected reading: 1.210° - 0.023° = 1.187° 
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From the above it can be seen that the temperature must be taken 
into consideration, otherwise the hydrometer reading will be misleading. 
It is usually unnecessary to make allowance for temperature variations, 
but it is well to bear them in mind, particularly in the case of a battery 
which has been giving trouble. 

Another thing to remember in this connection is that in hot weather, 
if the temperature of the liquid is more than 20° in excess of the tempera- 
ture of its inamediate surroundings, the battery is possibly being over- 
charged or being charged at too high a rate, or is in a bad condition. 
This, however, cannot be given as a positive rule. In theory, the tem- 
perature of the liquid in a battery should never exceed 105°F. as high 
temperatures have an injurious effect and tend to shorten the life of the 
battery; but as long as batteries are carried in locations subjected to 
engine heat, and used on automobiles in hot climates, ideal conditions 
do not exist and the battery must get along as well as it can. 

39. Capacity of a Storage Battery. — The amount of current that a 
cell will produce on discharge is known as its capacity, and is measured 
in ampere-hours. It is impossible for a cell to discharge as much current 
as was required to charge it, the efficiency of the average cell of modern 
type when in good condition being 80 to 85 per cent., or possibly a little 
higher when at its best, which is after five or six discharges. In other 
words, if 100 ampere-hours are required to charge a battery, only 80 to 
85 ampere-hours can be discharged from it. This ampere-hour capacity 
of the cell depends upon the area of the plates and the number of plates 
in the cell. 

The capacity of the cell as expressed in ampere-hours is based on its 
normal discharge rate. A 100 ampere-hour battery will produce current 
at the rate of one ampere for practically one hundred hours or more, two 
amperes for fifty hours, or five amperes for twenty hours, but as the dis- 
charge rate is increased beyond a certain point, the capacity of the bat- 
tery falls ofiF; consequently, it would not produce 50 amperes of current 
for 2 hours. This is because of the fact that a heavy discharge produces 
lead sulphate so rapidly and in such large quantities that it fills the 
pores quickly and prevents further access of the acid to the active ma- 
terial. Although the battery will not produce 50 amperes of current for 
two hours on continuous discharge, it will be capable of a discharge as 
great or considerably greater than this if allowed periods of rest between. 
On open circuit, the storage battery recuperates very rapidly. It is 
for this refason that when trying to start the engine the starting switch 
should never be kept closed for more than a few seconds at a time. Ten 
trials of ten seconds each with a half minute interval between them 
cause the battery to become much less exhausted than if the engine 
is turned over steadily for a minute and forty seconds. 
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40. Battery Charging. — When batteries are charged from an outside 
source, only direct current should be used. It is not possible to charge 
batteries from an alternating current supply without an apparatus, either 
a motor-generator or some other form of rectifier, to convert the alternating 
current into direct current. 

In charging, the positive wire of the charging circuit must always be 
connected to the positive (+) terminal of the battery. If this is reversed, 
serious injury may result to the battery. The charging wires may be 
tested for polarity either by using a voltmeter or by immersing the ends 
of the wires in a glass of water to which a few drops of acid or a little salt 
have been added, when excessive bubbles will form on the negative wire. 

In charging from a 110-volt direct-current supply it is necessary to 
introduce either a rheostat (an adjustable resistance unit). Fig. 58, or a 
bank of lamps. Fig. 59, in series with the battery in order to regulate the 
flow of charging current. When using a lamp bank to regulate the rate 
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Fig. 68. — Charging batteries from 110-volt D.C. supply, using rheostat for resistance. 

of current, as in Fig. 59, 110-volt 32 candlepower carbon filament lamps 
should be used. These lamps should be connected in parallel with each 
other, and the combination connected in series with the battery. With 
this arrangement, each lamp will permit about one ampere of charging 
current to pass through the battery so that the number of lamps in use 
will be approximately equal to the number of amperes of current to be 
used in charging. The charging rate may be adjusted by turning the 
lights oflf or on, or by moving the rheostat handle until the ammeter 
shows the proper reading. 

Where more than one battery is to be charged at a time, the batteries 
should be connected in series; that is, the positive terminal of one battery 
should be connected to the negative terminal of the adjoining battery. 
Rubber covered copper wire (No. 14 or larger) cut in lengths of about 18 
in. should be used to connect batteries in this manner. The wire is 
connected to the terminals, either by attaching clips to the ends of the 
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wires, or by twisting the wire around the terminals. Care should be 
taken to see that a good contact is made without damaging the terminals. 
The total voltage of a combination of batteries is the sum of all the 
cells in the circuit multiplied by the voltage of each cell (2 volts). In 
charging batteries, each cell requires 2.5 volts; therefore, care should be 
taken to see that the total voltage required for charging all the cells 
does not equal or exceed the operating voltage of the generator. Should 
the total voltage of the cells, while on charge, equal the voltage of the 
generator, no current will pass through the battery. Should the total 
voltage of the cells exceed the voltage of the generator, the batteries will 
discharge themselves through the generator. When charging several 
batteries in series, care should be taken to see that the charging rate 
does not exceed the maximum rate of the battery requiring the lowest 
charging current. 
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Fia. 59. — Charging batteries from 110- volt D.C. supply, using lamps for resistance. 

The charging rate of most batteries is marked on the name plate; 
in fact, two rates, start and finish, are usually given. The reason for 
this is that it is much better for the battery if the charging rate is re- 
duced when approaching a full state of charge, to avoid excessive heat- 
ing and evaporation of the electrolyte. If the charging rates are not 
marked on the battery, a safe charging rate at the start would be about 
10 per cent, of the rated ampere-hour capacity, and 5 per cent, of this 
rating to finish. In the case of an 80 ampere-hour battery, the charg- 
ing rate at the start should be 10 per cent, of 80 or 8 amp. and at the finish 
5 per cent, of 80 or 4 amp. If the ampere-hour capacity is not known, 
the charging rate at the start may be 8 to 10 amp., but should be re- 
duced to a lower rate if any of the cells show signs of excessive heating 
or gassing. 

41. Detailed Instructions for Battery Charging. — Before placing the 
battery on charge, or removing the vent plugs (or caps), the entire 
top of the battery should be thoroughly cleaned off to prevent any 
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dirt or impurities from falling into the cells. If any of the cells or out- 
side battery parts are corroded, the corrosion should be cleaned off 
with a solution of ordinary washing soda and water, applied with a 
clean cloth or sponge. The vent plugs (or caps) should then be re- 
moved and not replaced until the battery is removed from the charging 
circuit, unless a special type of filler tube is used which requires the 
plug to remain in place while the battery is charging. In this case, 
the plug is removed only when it is necessary to take a hydrometer 
reading or to add distilled water. Distilled water should be added to all 
the cells in sufficient quantities to bring the electrolyte up to the proper 
level, which in most batteries is J^ in. above the top of the plates. 

The battery is placed on charge at the start rate specified on the 
name plate and the voltage of each cell tested immediately. The 
voltage and hydrometer readings of each cell should be made every 
hour. The charge at the start rate should continue until one or more of 
the cells are gassing vigorously and the voltage of each cell reads 2.5 
or higher during charge. The charging rate should then be reduced to 
the finish rate and charging continued at this rate until the battery 
is fully charged. 

A battery is fully charged when, with the current flowing at the 
finish rate, all cells are gassing vigorously; the voltage and specific 
gravity of each cell haye stopped rising and have been constant for 
one hour; the voltage will read 2.4 or higher per cell while charging, but 
will drop to 2.25 immediately upon removing the battery from charge, 
after which it will gradually drop to about 2.1 volts per cell; and the 
specific gravity of each cell tests between 1.275 and 1.300. 

Although it is always advisable to use a voltmeter in battery charg- 
ing it is not absolutely essential. When a voltmeter is not used, the 
start rate should be continued until the battery is gassing vigorously. 
The rate should then be reduced to the finish rate and charging con- 
tinued until the specific gravity of all the cells has stopped rising and 
remains constant for one hour. If the specific gravity rises above 1.300, 
while the battery is on clarge, part of the electrolyte should be drawn 
from the cells and enough distilled water added to reduce the specific 
gravity to 1.285. If, on the other hand, the specific gravity will not 
come up to 1.275 by continuous charging, it indicates that there is 
insufficient acid in the electrolyte. The specific gravity should be 
corrected by removing some of the electrolyte from the defective cell and 
replacing it with a like amount of electrolyte of 1.350 to 1.400 sp. gr. 
Pure acid should never be addjed to a battery as it will gas and heat 
violently and will damage the plates and separators. Figure 60 shows the 
effect on wood separators by filling the cell with too strong an acid solu- 
tion. After the specific gravity has been adjusted, the battery should 
remain on charge for at least one hour. The voltage at the completion 
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of the charge should be about 2.5 volts for each cell, but this will 
immediately drop to approximately 2.2 volts per cell making the voltage 
of a fully charged three-cell battery about 6.6 volts. The voltage, how- 
ever, will vary slightly with the temperature. 

Caution. — Care should be taken to keep open flames away from a 
battery which is or has been charging or discharging. The gas which 
accumulates in the cells, due to the chemical action, is combustible 
and may cause sufficient explosion to wreck the battery and injure 
the operator. 

After the battery has been removed from the charging line, the vent 
caps should be screwed tightly into place and the battery top and con- 
necting terminals cleaned with water. To prevent corrosion of the 



Fio. 60. — ESeot of strong atwtrolyte on wood separator. 

battery terminals by the acid they should be greased with a light coat of 
vaseline or soft grease. 

42. Solphatioil. — When a storage battery is discharging, the plates 
are acted upon by the sulphuric acid in the electrolyte, converting 
the lead peroxide of the positive plate and the pure sponge lead of the 
negative plate into a lead sulphate, which is converted back into its 
original form when the battery is recharged. When the plates are 
permitted to remain in a discharged condition, the lead sulphate grows 
into a hard, white, crystalUne formation, which closes up the pores, 
destroying the active area of the plates. This formation is known as 
sulphation. Figure 61 shows a positive group of a battery with wood 
separators that has been . operated in a partially discharged condition 
for some length of time. The white area on the plate indicates the 
sulphation. 



IGNITION BATTERIES 45 

Sulphation is also caiised by low electrolyte or because the cell 
has not been filled with water. If water is not added at regular inter- 
vals to replace loss through evaporation, the electrolyte level will soon 
fall below the plate tops, causing that portion of the plates which is 
exposed to the air to sulphate rapidly. Figure 62 shows a sulphated 
condition of plates, aft«r a few months' use (or rather misuse), produced 
by lack of water and by allowing the solution to become low and not 
cover the plates. A hard white sulphate has formed on the top half of 
the plates. It is difficult and sometimes impossible to recharge and 
bring back to normal condition a plate that has dried out and has 
become hard. The concentrated condition of the electrolyte (only the 
water evaporates) is also injurious to the lower half of the plates and 



separators. Sulphate is a non-conductoT of electricity; therefore, 
it is quite destructive to the activity of the plates and reduces mate- 
rially the ampere-hour capacity of the battery. For example, in a 
100 ampere-hour battery in which one half of the plate area is sealed 
up by the sulphation, the capacity will be reduced approximately 50 
per cent, and the battery capable of no more work than a battery rated 
at 50 ampere-hour capacity. The only way sulphation can be removed, 
if it is not too bad, is by prolonged charging at a very slow rate, usu- 
ally the finish rate for the battery. It may require charging for several 
days to restore it to a fully charged condition. 

In order to prevent sulphation, the battery should be kept charged and 
the plates well covered with electrolyte. 
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43. Effect of OreffllUng.— The effect of overfilling a battery is 
well illustrated by Fig, 63. The battery should be filled with water 
up to the bottom of the cover tube, or % in. to )^ in. above the top 
of the plates. If it is filled above this point, it will run over upon 
charging, due to the lack of space for expansion. This will result in 
a loss of the electrolyte and an eating away of the battery box as indi- 



Fro. 63.— Effect of over-ailing the battery cells. 

cated. The electrolyte may also get into the metal case and eat out 
the bottom. 

44. Corroded Terminals. — Frequently, the terminals and connectors 
will be found covered with a greenish deposit. This is a corrosion 
due to the acid fumes which are constantly passing off from the cells 



Fto. 64. — Effect o! corrosion on battery cable terminals. 



and attacking the metal connectors. Figure 64 shows a cable terminal 
badly corroded by the splashing or spraying of electrolyte on the bare 
cable wires where insulation has been stripped off. 

The eating action may be stopped and all corrosion removed by 
soaking the parts in a solution of bicarbonate of soda (common baking 
soda) or ammonia and brushing them with a stiff brush, after which they 
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should' be w5)€^d dry. Further corroaion Will be prevented by covering 
the parte with a light coat of vaseline or cup grease. 

46. Disintegrated and Buckled Plates. — Overheaiing of the plates, 
through excessive charging or discharging, causes them to warp or 
buckle. It also causes disintegration of the active mat«rial, especially 
in die positive plates. Figure 65 shows wliat continuous overcharging 
does to the positive plates. It softens up the' material and causes tlie 
battery to give unusually high capacity for: af short time. The material 
then begins to disintegrate and fall out. The effect is about the eaine 
as freezing. In order to determine which: condition hOs existed it shoiild 



Fid. 65.— Effect on battery platea of Fio. 66. — Buckled battery plates. 



be remembered that overheating usually blackens and softens the wood 
separators. 

A plate is especially liable to buckle, when in a sulphated condition, if 
dischai^ed or charged at a high rate. The sulphated portion of the 
plate does not expand at the same rate as the active area, thus causing 
unequal expansion and a warping, sometimes cracking, of the grid. A 
group which has been allowed to stand discharged at a low point for 
some time, then charged at a high rate to restore its energy, is shown in 
Fig. 66. On account of the hardness of the plates and the extra resist- 
ance of the sulphate formed during the excessively low period of dis- 
charge . the plates become very hot and being only slightly flexible or 
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elastic, warp or buckle when expanded by heat. Figure 66 shows the 
difference between a cell continuously overcharged and one which has 
been undercharged so that the sulphatiou has become hard. Buckling 
also causes a breaking down of the separators and often results in cracking 
the jar, as in Fig. 67, resulting in loss of the electrolyte. 

To avoid overheating and buckling of the plates, the following pre- 
cautions should be taken : 

1. Sulphation should be prevented by keeping the battery charged 
and properly filled. 

2. The generator should be adjusted to chaise the battery at the 
proper rate. 

3. The starting motor should not be operated excessively. 

4. The car should not be propelled with the starter. 



Fio, 67.— Cracked jar due to buckled Pio. 88.— A 

' plates. showing the acU^ 

the Erid exposed. 

5. The battery temperature should be watched in hot weather, and 
when touring. If the top connectors feel warm to the hand, the head- 
lights should be turned "ON" to cut down the battery charging rate. 

46. Sediment. — When a battery is used, a deposit known as sediment 
collects in the bottom of the jars, due to the gradual wearing away of 
the active material in the plates. Figure 68 shows a worn-out plate from 
which practically all the active material has fallen. In time, this sediment 
may fill up the sediment or mud space, causing a short circuit at the bottom 
of the plates. In this event, the cell must be dismantled and the sedi- 
ment removed. Broken down insulation due to high sediment or defec- 
tive separators is indicated by the inability of a cell to hold a charge on 
open circuit. Other indications of broken down insulators axe undue 
heating of the cells upon charging, little or no voltage or gravity rise 
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after a prolonged charge, and the impossibility of making the cells gas 
properly. Such a cell is considered dead and can be remedied only by 
dismantling and rebuilding the battery. This is a job which should be 
undertaken only by an experienced battery repairman as it involves 
lead burning usually with either a hydrogen or oxy-acetylene flame, an art 
reqxiiring special lead burning equipment, and much practine. 

47. Care <rf Storage Batteries in Winter. — It will be noted from the 
table on page 38 that the freezing point of electrolyte depends upon its 
specific gravity and the condition of battery charge. Therefore, to pre- 
vent a battery from freezing, it must be kept in a fully charged condition. 
The effects of freezing are clearly shown in Fig. 69 and Fig. 70. 



Fia. 69. — Effect of freezing on bal 

pUtM. 

If it becomes necessary to add water to the battery in cold weather, 
this should be done just before running the engine. In very cold weather, 
ho\?ever, it is better to start the engine and have the battery charging 
before the water is added. This is done because water, being lighter 
than electrolyte, remains on the surface of the liquid in the cells until 
circulated and mixed by the chaining current: If water is added, there- 
fore, and the battery allowed to stand for a time without charging, there 
is a possibility of the water's freezing on the surface of the solution. 

^. Conditions Causing the Battery in the Electrical System to Run 
Down. — It is impossible to include here all the conditions which may 
cause the battery in the electrical system to run down, since many of the 
causes may be due to faults in the starting and generating system. How- 
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ever, ti few of the most important causes are given to assist in diagnosing 
battery trouble on the automobile. 

A discharged or weak condition of the battery, which is indicated by 
feeble ignition, a loss in cranking power of the starter, dim lights, low 
specific gravity, etc. may be attributed to one of the following causes: 

1. Generator either not charging the battery or charging at insufficient rate. 

2. Battery plates not kept properly covered with electrolyte, causing sulphation of 
the plates. 

3. Drain on battery due to excessive lamp load or too many electrical accessories 
not intended for the battery. 

4. Engine not driven fast enough to charge at sufficient rate. 
6. Too much night driving with full lamp load on. 

6. Excessive use of the starting motor; starting switch sticking. 

7. Electrical cut-out not operating properly. 

8. Battery ignition switch left on with engine not running. 

9. Cracked jar causing loss of electrolyte. 

10. Broken down battery insulation due to high sediment or defective separators. 

11. Loose connections on generator, cut-out, or battery. 

12. Corroded battery terminals. 

13. Overfilling, causing loss of electrolyte and short circuits. 



CHAPTER III 

THE JUMP-SPARK IGNITION SYSTEM 

49. Requirements of Automotive Engine Ignition. — The internal 
combustion engines used for automobile, truck, tractor, motor boat, and 
airplane propulsion at the present time depend upon some form of 
electrical ignition for igniting the charge of fuel within the engine cylinder. 
This is accomplished by means of an electric spark produced inside the 
cylinder when the respective piston is nearing the end of its compression 
stroke. 

The engines used on automobiles, trucks, tractors, • and airplanes 
operate on the four-stroke cycle principle in which four strokes of the 
piston are required to complete the four events of the engine cycle: 
namely, the suction stroke in which a charge of fresh gas is drawn into 
the cylinder; the compression stroke in which the charge of gas is com- 
pressed into the upper end of the cylinder; the power or working stroke at 
the beginning of which the gas is ignited; and the exhaust stroke during 
which the burned gas is pushed out of the cylinder. These four strokes 
are completed in two revolutions of the flywheel. Consequently, one 
ignition spark is required for each cylinder every two revolutions of the 
engine. When it is considered that many of the modern four-, six-, 
eight-, and twelve-cylinder engines runup to 3,000 and 4,000 revolutions 
per minute, requiring of a single ignition system as many as 400 sparks 
per second, it will be realized that the proper action of the ignition system 
in supplying a spark in each cylinder at the proper time is of the utmost 
importance. 

Another type of internal combustion engine used to some extent on 
motor boats and for small stationary installations operates on the two- 
stroke cycle principle, in which but two strokes of the piston are needed to 
complete the events of the engine cycle. In this type of engine the suc- 
tion stroke and the exhaust stroke of the four-stroke cycle engine are 
absent, the crank case of the engine being used as a pump to force the 
fresh gas into the working end of the cylinder. The entering charge of 
gas blows the burned gas out of the cylinder through a port in the cylinder 
wall which is uncovered by the piston at the lower end of its stroke. 
This engine requires one spark for each cylinder every revolution of the 
crankshaft, but due to the fact that the speed of the two-stroke cycle 
engine is limited to about 1,000 revolutions per minute, the total number 
of ignition sparks required per second from the ignition system never 
reaches the maximum mentioned for the four-stroke cycle engine. 

51 
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60. Make-and-break and Jump-spark Ignition. — Two methods of 
electrical ignition have been used; namely, the make-^md-break and the 
jump-spark. The latter method, however, is the only one satisfactory 
for high-speed service, the make-and-break system being used chiefly 
on low-speed engines with a high compression of 150 lb. per sq. in. or 
over. 

In the make-and'break method of ignition, an electric current of low 
voltage, furnished either by a battery or by a magneto, is made and 
broken by a contact mechanism known as an igniter j Fig. 71, the contact 
points of which extend into the combustion chamber of the engine 
cylinder. The igniter mechanism is operated by a push rod which in 
turn is operated by a cam driven by the crankshaft at one-half engine 
speed. This mechanism is timed so as to efifect ignition when the fuel 
charge is near maximum compression or when the piston is approximately 
on head end dead center position. The spark for ignition occurs at the 
instant the contacts open, and is caused by the sudden stoppage of the 
electric current in combination with the action of a low-voltage coil 
connected in the circuit. 

In the jump-spark ignition system, current is derived either from a 
battery or from a magneto, but it is first transformed from low voltage to 
high voltage by means of an induction coil, whereupon the high-voltage 
current is made to jiunp the points of a spark plug inside the cylinder. 
The spark thus created sets fire to the combustible gases. 

For automotive engine ignition the m^ke-and-break method is no 
longer used, it having given way to the jump-spark method on account 
of the greater simplicity and many advantages of the latter. However, 
owing to the similarity in the action of the ignition coils used in both 
systems, the operation of the make-and-break coil should be clearly 
understood. 

61. The Low-tension Coil for Make-and-break Ignition. — The coil 
used for make-and-break ignition is very simple in construction in that 
it consists of a single winding of insulated copper wire wound on a soft 
iron core as shown in Fig. 71. The core is usually made of a bundle of 
soft iron wire so that it will magnetize and demagnetize rapidly. Such a 
coil is usually termed a kick coil for the reason that, if a current through 
the coil is suddenly interrupted by breaking the circuit, a flashy spark of 
considerable intensity or "kick" will occur at the point of current inter- 
ruption. The spark thus produced occurs between the igniter points 
inside the cylinder and is made use of in igniting the fuel charge. 

The large flashy spark which occurs at the point of current interrup- 
tion is due to the induction of a voltage and a current in the winding of 
the coil by the collapsing lines of force when the circuit is broken. From 
a study of Fig. 71 it will be seen that, upon the demagnetizing of the core, 
the magnetic Unes of force will move rapidly toward the core and cut 
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ed,ch tiirn of wire much the same as in Fig. 24. This cutting of the wire 
by the lines of force will set up a whirl of magnetic lines around each turn 
of wire and induce a voltage in the coil in the same direction as the original 
current from the batteries. This induced or kick voltage of the coil is 
in series with the battery voltage and often reaches a momentary pres- 
sure of 200 to 300 volts, depending on the design and the size of the coil. 
Such a voltage is suflicient to break down for an instant, the resistance 
of the air gap between the igniter points, when the circuit is broken, thus 
permitting the induced current to flow across this gap and produce a 
very hot, yellow, flashy spark. 



/ / 







Battery 

Fig. 71. 



IGNITER 
-Principle of the low- tension coil. 



The action of a kick coil may be compared to the water hammer in a 
water pipe. If the valve is closed suddenly, when the water is flowing, 
the momentum of the water in motion will produce a terrific blow on the 
valve, known as water hammer. The instantaneous pressure produced 
by the water hammer may be several times that of the ordinary pressure 
of the water which set up the motion when the valve was open. 

62. The Induction Coil. — When the current for automobile ignition is 
derived from the dry battery, storage battery, low-tension magneto, or 
generator, the voltage usually ranges from 6 to 12 volts. This voltage is 
too low to force a spark to jump the gap between the spark plug points 
inside of the engine cylinder; consequently, the low-voltage current must 
first be transformed to a current of high voltage by a special transformer 
known as an induction coil. Induction coils may be of either the vibrat- 
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iag.xgc iMto-vibrating type, but in either case the general construction and 
-principle of operation are the same. The chief difference is that the 
vibrating type induction coil operates with a timer and gives a abower of 
sparks at theplug, while the . non- vibrating type of coil operates with a 
breaker and gives a single spark at the plug. The non-vibrating coil is 
the morie popular for autoiAobile ignition. Its application to a jump- 
spark ignition system is illustrated in Fig. 72. 

The induction coil consists essentially of a primary and a secondary 
winding, both wound on a coje of soft iron. This core usually consists 
of a bundle- of soft iron wires, the core being about }£. in,, to^ ^ in. in 
diameter and 5 in. to 6 in. long. The wires are annealed to make them as 
soft as possible so that the core will magnetize and demagnetize rapidly. 



Fio. 72. — Jump-apark ignition with breaker and luia-Tibratiiig ooil. 

The primary winding which is connected to the source of current 
supply consists usually of several layers of insulated copper wire, ranging 
in size from No. 16 to No. 20 B tfe 8 gage. The wire is wound aroiind the 
core so' as to make it an electromagnet. The insulation of the wire usually 
consists .of layers of cotton fiber, though in some cases an enamel in- 
sulation is used. 

The secoJidorj/, or high-tension winding, to which the spark plug is 
connected, is wound outside of the primary coil and is made up of several 
thousand turns of enameled or silk covered copper wire, usually about No. 
36;B & S gage. This winding is sometimes made up of many layers, each 
layer running the entire length of the coil, the Jayers being insulated 
from each other by paraffin wax paper. In another type of construction, 
the winding -is made up of several narrow spools or ' ' pancakes ' ' a«B&mbled 
over. thb-plriaiaiy- coil with suitable insulation between. The adjacent 
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ends of these pancake coils are connected so that their windings are in 
series. 

The reason. for this construction is as follows: The secondary winding 
of an induction coil used for gas-engine ignition produces, at times, a 
pressure of 10,000 to 20,000 volts. This means that the quality of the 
insulation and construction must be very high to prevent this induced 
current from escaping at some other point than at the spark-plug gap. 
The normal voltage necessary to jump the spark-plug points under 
compression and with the points properly adjusted is usually from 5,000 
to 6jQQQ volt s. Each turn of the winding develops its share of the voltage 
of the whole coil. In coils where the winding is made in long layers, the 
full voltage developed exists between the inner and outer layers. One 
can see, then, that there is a chance for the spark to leap between 
layers, which, of course, must be prevented by high-quality insulation. 
It is a common practice to run a layer of thin waxed paper between the 
layers of wire and to impregnate the whole winding with wax. In this 
way the coil is not affected by dampness and there is less chance for the 
winding to break down due to defective insulation. By break down of 
the secondary winding is meant a flow of the current between layers of 
the winding, causing an arc within the coil instead of at the desired point 
where the spark is wanted. In pancake windings, the terminals of the 
secondary coil are separated the full length of the coil and the voltage 
difference between the successive reels or pancakes is only a fraction of 
the total voltage. 

The secondary winding of a coil should also be well insulated from 
the primary winding. For insulating purposes a material having a high 
dielectric or insulating strength should be used. The best dielectric ma- 
terials are glass, mica, rubber, paraffined paper, ** empire cloth," porce- 
lain, etc. For this particular purpose, empire cloth is particularly suited, 
having a high dielectric strength and being flexible and comparatively 
thin. 

63. Coil Impregnation. — Induction coils are sometimes treated by a 
special process in which an attempt is made to exclude all moisture. If 
any moisture remains, the coils will always cause more or less trouble, 
due to short circuits and consequent breaking down of the insulation. 
The usual practice consists of placing the coils in a large steam jacketed 
tank, sealed absolutely air-tight, and heated for 6 hours to a tempera- 
ture of 250°F. This temperature, being above the boiling point of 
water, drives the moisture out of the windings. At the end of this period 
a vacuum is created in the tank, drawing out all the moisture, after 
which a molten dielectric solution such as wax or paraffin is allowed to 
flow in. A pressure of 125 lb. to the sq. in. is then maintained for about 
3 hours in the tank containing the coils. This pressure forces the 
dielectric or insulating compound into every pore of the paper and silk 
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insulation, replacing the moisture that has been removed by the high 
temperature and vacuum process. 

64. Operation of the Simple Jump-spark Ignition System. — In Fig. 
72 is shown a circuit diagram of a simple ignition system for a single 
cylinder four-cycle engine. The induction coil is of the non-vibrating 
type operating with a breaker for making and breaking the primary cur- 
rent. It will be noticed that a condenser is connected across the breaker 
contact points. This is to protect the points against pitting and to assist 
the primary coil in inducing a high voltage in the secondary winding. 
(The operation of the condenser is taken up in Section 55.) The breaker 
points are normally held closed by spring tension and open only when the 
lobe of the cam lifts the movable contact arm. This cam is driven by 
the engine and rotates at one-half crankshaft speed in order to produce 
one spark in two revolutions of the crankshaft. The cam must be timed 
with the engine so that the spark will occur when the piston is nearing 
the end of its compression stroke. 

When the switch is turned to the "ON" position, and the cam is in 
such a position that the breaker contacts are closed, current flows through 
the primary circuit from the positive (+) terminal of the dry cells, 
through the switch and primary winding of the coil (magnetizing the 
core as indicated), to the insulated terminal of the breaker. From here 
it crosses the breaker contacts and passes through the contact arm to the 
ground, returning through the ground to the negative ( — ) grounded 
terminal of the dry cells, thus completing the circuit. (A ground circuit 
is that part of the circuit in which the current travels through the engine 
and chassis frame, the frame or ground acting as a conductor the same 
as one wire.) When the primary current is interrupted by the cam lobe 
lifting the breaker contact arm so that the contact points are separated, 
the core demagnetizes thus causing the magnetic lines of force to collapse 
toward the core, cutting each turn of the primary and secondary winding. 
This sudden collapse of the magnetic lines induces a current in both wind- 
ings causing it to flow around the core in the same direction as the original 
battery current. By having several thousand turns of very fine wire in 
the secondary winding, sufficiently high voltage will be induced in the 
secondary circuit to force a current to jump across the spark plug points, 
thus completing the circuit and giving the desired ignition spark within 
the cylinder. The path followed by the secondary current, as shown by 
the arrows, leads from onfe end of the secondary winding to the spark plug 
terminal, through the insulated electrode of the plug, jumping the gap 
between the plug points to the engine frame, and returning through the 
engine frame to the other end of the secondary winding. It will be seen 
that the primary winding and its current are used for magnetizing the 
core, while the current which is induced in the secondary coil, when the 
primary circuit is broken, is that used for the ignition spark. 
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A voltage will be induced in the secondary winding when the core 
is being magnetized as well as when it is being demagnetized, but owing 
to the fact that the core magnetizes more slowly than it demagnetizes, 
the induced voltage at this time is negligible. When the primary 
circuit is broken, the core, assisted by condenser action, demagnetizes 
very rapidly and induces a current of very high voltage in the secondary 
winding. 

66. The Condenser. — The action of the primary circuit is very 
similar to that of the kick coil in a make-and-break ignition system, 
and the same kind of a flashy spark which occurs between the igniter 
points also occurs at the interrupter points when the primary circuit 
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Fig. 73. — Operation of the condenser. 



is broken. In the jump-spark ignition system this spark is prevented 
and the action of the coil greatly improved by the use of a condenser. 
The condenser usually consists of two folded strips of tinfoil in- 
sulated from each other by other strips of paraffined paper, each strip 
of tinfoil being provided with a terminal. The condenser may also 
be made up of small sheets of tinfoil insulated by thin sheets of mica 
of approximately .002 in. to .003 in. in thickness. With this con- 
struction, the alternate sheets of tinfoil are connected in parallel, thus 
forming two groups, the sheets in each group being connected (usually 
soldered) along the edge, forming in all two common terminals for ex- 
ternal connection. The two condenser terminals are connected to 
the interrupter terminals as shown in the circuit diagrams of Fig. 72 
and Fig. 73. The condenser may be mounted either in the breaker 
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head or in the coil housing, preferably as near to the breaker points 
as possible. In either case, the condenser should be well protected 
against moisture or physical damage. There is no electric circuit through 
a good condenser. If, under operating conditions, current does pass 
through the condenser it is short circuited and must be replaced. The 
condenser has the property of being able to absorb and discharge an 
electric charge, and it is this characteristic which makes its use es- 
sential to jump-spark ignition. 

Referring to Fig. 73, the operation of the condenser is as follows: 
When the break of the primary circuit occurs, the induced surge of 
current in the primary, which is in the same direction as the original 
battery current and which would otherwise cause an arcing between 
the contact points, rushes into the condenser and charges it. The 

side of the condenser which 
B receives the surge is tem- 

porarily charged positive and 
the other side negative. In- 
stantly, the condenser dis- 
charges back through the 
primary winding and battery 
in the opposite direction in an 
attempt to equalize the poten- 
tial of the two sides. As this 
backward surge is opposite in 
direction to the original mag- 
netizing current, it assists in 
quickly reducing the mag- 
netism of the core to zero, 
thus aiding in securing the 
maximum voltage in the sec- 
ondary winding. In reality, the current surges or oscillates to and 
fro from the condenser before it finally dies out. The initial conden- 
ser discharge is represented by the crooked arrows in Fig. 73. 

The action of the condenser may be compared to that of the flex- 
ible diaphragm shown in Fig. 74. When the valve is closed, suddenly 
cutting ofif the flow of water from tank B through the coil of pipe 
into tank A, the water depresses the diaphragm for an instant, due 
to the momentum attained by the water. The diaphragm will then 
rebound immediately, forcing a surge of water back through the pipe 
into B; in fact, the water will surge back and forth several times before 
it finally comes to a standstill in the pipe. This surging action of 
the water may be compared to the surging of the electric current upon 
successive discharges of the condenser. 

Since the condenser is subjected to the full kick voltage of the coil, 
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namely, 150 to 300 volts impressed across the contact points at the 
instant the primary current is interrupted, it is evident that a good 
insulating material between the tinfoil plates is essential in order that 
no connection between the opposite plates may occur through a punc- 
turing of this material. If a flashy spark occurs at the interrupter 
points, it is usually self-evident that the condenser has become either 
broken down (short circuited) or disconnected. 

The capacity of a condenser depends on the size, number, and ar- 
rangement of the tinfoil plates, and upon the thickness and quality 
of the dielectric material between them. The actual number of square 
inches of tinfoil needed in a condenser depends upon the size of the 
wire and the number of turns in the coil windings; the shape and quality 
of the iron core; and upon the speed of the interrupter. Condenser 
capacity is usually determined experimentally and that capacity used 
which gives the most satisfactory ignition. The action of a good con- 
denser of proper capacity results in intensifjdng the secondary cur- 
rent nearly 25 times. It also eliminates any arcing at the breaker 
points, when they are separated, thus preventing rapid pitting and 
wearing away at the contact points. 

56. The Safety Gap. — Owing to the extremely high voltage induced 
in the secondary winding of an induction coil upon the interruption of 
the primary circuit, a gap of ^e iii- to % in. known as a safety gap is 
usually provided across the ends of the secondary winding, in parallel 
with the gaps of the spark plug points. The purpose of this is to provide 
a by-pass for the high-voltage current in case a spark plug lead should be- 
come disconnected thus causing the secondary circuit to be opened, or, in 
case the spark plug points should become too far apart for the spark to 
jump when subjected to the high compression of the gas in the cylinder. 
In case such 9, break or extra high resistance should occur in the secondary 
circuit, which offers greater resistance to the high-tension current than 
the resistance across the safety gap, the spark will jump the safety gap, 
thereby safeguarding the winding of the coil against any excessive voltage 
which might puncture the insulation and cause short circuits. 

67. Spark Plugs. — Figure 75 illustrates the internal construction of 
several typical spark plugs. The center terminal is insulated from the 
rest of the plug and the other terminal. The insulation between the 
center electrode and the body of the, plug is usually either of porcelain or 
of mica. The outside terminal is in contact with the engine cylinder and 
is, consequently, grounded. The only way the current can get from one 
terminal to the other is across the air gap between them. The proper 
gap between the points for ignition systems used on automobile engines 
of normal compressions up to 80 lb. should usually be about 3^^2 in. 
(.030 in.) or the thickness of a worn dime. This adjustment, however, 
may vary slightly with the type of ignition equipment used. 
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Bome plugs are made with a single grounded electrode; others are 
made with two or more. Certain advantages are claimed for multiple- 
pointed plugs, chief of which is a surer spark. In time, the gap gradually 
widens, due to a burning of the points. Consequently, a single-point 
plug will need adjustment of the gap from time to time. In the case of 
plugs with several grounded points, it is claimed the electrodes will not 
burn up so fast, and, therefore, will require less attention. 

A good serviceable plug will not short circuit, leak, or break down; 
Short circuiting is usually caused by a deposit of carbon on the porcelain 
or mica elements. This may be caused either by too rich a mixture, or by 
too much lubricating oil, or both. Good spark plugs are assembled so as 
to be gas-tight. This necessitates using good copper or asbestos gaskets of 
durable construction since it becomes necessary to disassemble the plugs 
from time to time for the purpose of removing carbon deposits. The 
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insulation must be of high-quality material to confine the electric current 
to the insulated electrode; in fact, any current leakage throi^;h the 
procelain or mica renders the spark plug practically worthless. Figure 
76 shows a few of the many types of spark plugs now in use. Although 
the designs vary somewhat to suit varying conditions of service, the re- 
quirements mentioned above are fulfilled in each type. 

In automobile and aviation engines of moderate compression, the 
voltage required to jump the gap of the spark plug points, when properly 
adjusted, is approximately 6,000 volts. This "break down" voltage, 
however, may vary a great deal, depending upon the density of the com- 
pressed gas, since the voltage increases or decreases in proportion to the 
increase or decrease of the gas density. The gas density in turn depends 
upon the compression, the proportion of gasoline and air, and the tem- 
perature of the compressed mixture. Thus it will be seen that in engines 
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of high compression the spark plug points should be adjusted a triSe closer 
than in engines of low compression in order to compensate for the in- 
creased resistance of the gas when subjected to the higher pressure and in 
order to insure a good ignition spark. Common practice is to set the 



Fia. 76.— TypBfl of spark pluga. 

spark plug points to a gap of .025 in. to .030 in. for automobile ei^nee 
with compressions less than 80 lb., and .020 in. for aviation engines with 
compressions up to 125 lb. 

One of the important factors in the successful operation of a spark plug 
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is its proper installation in the cylinder or cylinder head. The location 
of the spark plug in the cylinder head is governed largely by the 
type of head used. The usual spark plug locations in the I-head, L- 
head, and T-head types of engines are shown in Fig. 77. This figure 
also shows the typical arrangement of the valves and the shape of the 
combustion chamber for each type of engine, both of which have consider- 
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Fig. 77. — Arrangement of valves and spark plugs in various types of engines. 

able influence on ignition. Since the cylinder head construction varies 
in thickness on the different types of engines, the spark plug shells are 
made in several different lengths so as to locate the sparking points in 
proper relation to the gases in the combustion chamber. The shell 
should be of such length that when the plug is screwed into place the 
inner edge of the shell comes flush with the inside of the cylinder head wall 
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Fig. 78. — Correct and incorrect methods of installing spark plugs. 

as shown in Fig. 78. If the shell extends beyond the inner surface of the 
cylinder, there is danger of the plug overheating, thus causing premature 
ignition. On the other hand, if the plug does not extend entirely through 
the hole into which it screws, a pocket is formed for*the burned dead gases, 
and there is danger of misfiring, owing to the difficulty of the fresh gases 
in reaching the spark plug points. There is also danger of the plug 
fouling badly (short circuiting) by oil or carbon accumulation. 
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In order that the spark plugs used by different engine manufacturers 
may be made interchangeable, as far as possible, the dimensions of the 
shell portion have been standardized to conform to the dimensions shown 
in Fig. 79 as recommended by the Society of Automotive Engineers. The 
threaded portion is J^in. in diameter and has a pitch of 18 threads per in. 
This is known as the S. A. E. standard. This size of plug has been 
adopted as standard on practically all present American makes of auto- 
mobiles with the exception of three or four makes which use either the 
^ in. diameter, 18 thread shell, or the }-i in, size having standard pipe 
threads. The latter size is standard for the Ford car. 

SMALL HLX §'AC/fOSS FLATS. LARGE HEX. 1^ "aCROSS FLATS. 



Fia. 79, — Spark plug Bbell dimenaiona. 

The upper part of the spark plug shell is made in two sizes, as may 
be seen from Fig. 79, while the dimensions below the shoulder are identi- 
cal for both sizes of shells. With these dimensions the spark plugs can 
be turned in by hand, using a wrench only for final tightening. The 
thread taps used should be made to dimensions as follows: 





NomiPBl 
DimcDiion 


Thread Limit. 




Spitfk Plu( 


Tap 




0.876 


0.872 Min. 
0,875 Max. 


877 Min. 




0,879 Max. 




0,839 


0,836 Min, 
0,839 Max. 






0.843 Max. 




0.803 


0,800 Min. 
0.803 Max. 






807 Max. 



64 AUTOMOTIVE IGNITION SYSTEMS 

The nominal tap-drill diameter is ^^e in. or 0.8125 in.; the minimum 
diameter is 0.810 in. and the maximum 0.813 in. 

Spark Plug Terminal Threads. — The standard thread used for spark 
plug terminals is No. 8-32 (0.164 in. dia.) A. S. M. K. standard. 

68. The Vibrating Induction Coil. — The vibrating coil ^nition system 
di£Fers from the non-vibrating type chiefly in the addition of a vibrator 
for the coil and the employment of a timer instead of a breaker for opening 
and closing the primary circuit. The essential parts of the coil are a 
core of soft iron wire; a primary winding of coarse insulated wire^ a 
secondary winding of fine insulated copper wire; a condenser; and a 
vibrator. 

CONOCNSCR 



Fio. 80. — Simple jump-spark ignitioii system with vibrating coil and timer. 

In Fig. 80 is shown a circuit diagram of a simple jump-spark ignition 
system using a vibrating coil with timer. There are two separate and 
distinct electric circuits, namely, the pnmory circuit, and the secondary 
circuit the same as in the non-vibrating system. The primary or battery 
circuit includes the battery, the switch, the vibrator, the primary winding 
of the coil, the timer, and the condenser. The condenser is connected 
across the vibrator points. The secondary circuit contains the fine or 
secondary winding of the coil and the spark plug. When the primary 
circuit is completed at the timer {which is usually driven by the camshaft 
of the'engine), current will flow from the battery through the primary 
winding of the coil in the direction indicated by the arrows. The core of 
the coil thus becomes magnetized and as long as the ciirrent flows this 
core will have the properties of a magnet. The core exerts a pull on the 
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iron disc or armature attached to the end of the vibrator and in so doing 
separates the contact points on the vibrator from the stationary contact. 
This breaks the primary circuit and the current ceases to flow. The 
core then loses its magnetism and the vibrator retifrns to its former posi- 
tion. In so doing, it reestablishes the primary circuit and the action is 
repeated. Thus, as long as the primary circuit is closed by the roller 
making contact with the segment of the timer, the vibrator will vibrate 
rapidly, similar to the vibrator of an ordinary electric doorbell- 
Each time the vibrator opens, breaking the primary circuit, the 
magnetic field dies away very quickly followed by a high-tension spark 
at the plug. The flashy spark which would naturally occur at the vibra^ 
tor points is absorbed by the condenser which is connected across the 
points. Since the vibrator makes and breaks many times during each 
contact of the timet, a shower 
of sparks is delivered at the 
plug. These sparks begin at 
the instant the timer contact 
is made and last throughout 
the period of contact. 

69. The Three-terminal 
Coil. — Many of the coils used - 
on automobile ignition 
systems have only three 

terminals instead of four. In r 

Fig, 81 is shown a typical 

three-terminal coil such as is , 

used on the Ford car. One 
end of the secondary winding ^ 

is joined to one end of the ^'*- si— F^rd inducUon coil, Hhowine typical 

. three- temii Dal coil, 

primary, and the junction 

connected to one of the terminal binding posts which, when connected in 
the system, leads to the ground through the primary wiring. The other 
end of the secondary has a separate terminal which is connected to the 
spark plug, 

60. The Vibrating Type Ignition System. — Where vibrating coils are 
used for ignition on a multiple cylinder engine, it is customary to use a 
coil for each cylinder. These coils are usually enclosed in an upright box^ 
as shown in Fig. 82, which is a coil-set for a four-cylinder engine. The 
box is fitted with interchangeable slip-type coil units such as that in Fig. 
81. The connections for these coils are made by contact springs in the 
coil box bearing on the metal contacts of the coil as shown in Fig. 83. 
This makes it possible to remove any of the coils without disconnecting 
any of the wiring. The switch on the front of the box permits the prim- 
ary current to be used from either a battery or low-tension magneto. 
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This system may also be used with two independent batteries, one being 
held in reserve. 

Figure 83 shows the circuit diagram of a typical vibrating coil ignition 
I system for a four-cylinder engine using 
I either dry batteries or low-tension mag- 
neto as the source of current supply. 
This is similar to the Ford system of 
ignition which is taken up in detail in 
Chapter VI. 

61. Timers. — The timer may be 
defined as a revolving switch driven 
by the engine for the purpose of con- 
necting the source of primary current 
supply to the proper vibrating induc- 
tion coil at the proper time. It is, 
„ „„ ^ consequently, always placed in the 

Fio. 82.-— Ford fouc-cylinder coil-BBt. . ^ . •" . ,_, . 

primary circuit. The timer used on 
the Ford engine is shown in Fig. 84. The inside or rotating part is 
fastened to, and rotates with, the camshaft at one-half crankshaft speed. 



Fig. 83. — -Diagram of four-cylinder vibrating coil ignition system. 

When the roller comes into contact with one of the four terminals on the 
timer housing, the primary circuit is completed through the coil which is 
connected to that terminal, causing its vibrator to operate ahd a series of 
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sparks to occur in rapid succession at the plug. The housing of the 
timer does not turn with the camshaft, but can be shifted forward or 
backward in respect to the camshaft and roller so as to advance or retard 
the time of the spark. 

bNm 



Fio. 84.— The Ford timer. 

The timers, when used for six-, eight-, and twelve-cyhnder engines, 
are similar to the above but instead of four terminals, have six, eight, or 
twelve insulated terminals equally spaced in the housing. 

62. Master Vibrators. — A master vibrator is a single vibrator or 
interrupter that takes the place of the separate vibrators of the coil 
units on a multi-cylinder engine, doing 
away with the separate vibrator ad- 
justment for the different coils. With 
this system one fast vibrator with a 
good condenser will produce sparks of 
like intensity at each of the plugs. 
Fig:ure 85 shows the external view of a 
K-W master vibrator with a three-posi- 
tion switch which permits the use of a 
low-tension magneto or a battery to 
furnish the current for ignition. A 
master vibrator is quite similar in con- 
struction to a vibrating coil except that j 
it has no secondary winding. It consists 
of an iron core, a switch, and a vibrator ' 

across the points of which a condenser is ^ „. ,, 

. , _, ., . Fio. 85.— K-W master vibratoc. 

connected. The master vibrator is con- 
nected in series with the batteries and the coils so that the primary 
current passes through the master vibrator coil before going to the in- 
duction coils. The master vibrator thus operates regardless of which 
cylinder is firing. Figure 86 shows the Pfanstiehl master vibrator, which 
is cylindrical in shape. 
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When a master vibrator is installed in connection with coils hav- 
ing separate vibrators, a change is made in the 
coils, cutting out or short circuiting the separate 
condenser and vibrators. This may be done by 
simply screwing down each of the vibrator con- 
tacts so that they make firm contact and cannot 
vibrate. The three-position switch on the coil 
box is also discontinued and that on the master 
vibrator used instead. Figure 87 shows a wiring 
diagram for a four-cylinder coil-set with a master 
vibrator such as ia often equipped on the Ford 
car. This diagram shows the switch thrown to 
"Magneto" position so that the magneto is 
furnishing the primary current. The firing order 
is 1, 2, 4, 3, and the connection is shown to give 
a spark in cylinder No. 1. 

The demand for such a device as a master 
vibrator has been brought about by the difficulty 
experienced in securing uniform adjustment of the various vibrators, by 



deterioration of the vibrator points, and by the frequent troubles encoun- 
tered with defective condensers, it being about as cheap to install a 
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master vibrator as to replace the expensive points or to buy new coils. 
As the condensers and vibrators of the individual coils are inoperative 
when the master vibrator is used, any defects in those parts will not 
prohibit their use in the new scheme. One advantage in using a master 
vibrator is due to the fact that sparks of equal intensity are delivered 
to all the spark plugs as the result of one vibrator adjustment. 

63. Spark Advance and Retard. — On a variable speed gasoline 
engine it is very essential that the time at which the spark occiu-s in 
the cylinder be changed according to the engine speed, since4t takes 
a certain length of time for the explosion to take place regardless of 
the engine speed. When the engine speed is high, the spark must 
occur before the piston reaches dead center in order to have the full 
force of the explosion exerted when the piston has just passed the cen- 
ter position. When the engine speed is low, the spark can occur later 
and the force of the explosion will be exerted just after dead center. 
It is necessary when starting the engine that the spark occur when a 
piston is approximately on dead center; but when the engine must 
start on ignition from a high-tension magneto, the spark can occur 
slightly before dead center. This is especially true when an electric 
starter is used for cranking, since the engine is cranked at a higher 
speed and with sufficient momentum stored in the flywheel to carry 
the pistons past the dead center positions. 

These various considerations demand that the position of the spark 
be made variable. This is usually done by shifting the timer, or inter- 
rupter housing, causing the break of the primary current (and, con- 
sequently, the spark in the cylinder) to occiu* earlier or later. The 
position of the spark in most cases is governed by the spark control 
lever on the steering wheel. In starting the engine, the spark should 
be retarded so that ij^will not occur until the piston is starting on its 
downward stroke. The spark should then be advanced as the engine 
increases its speed. If the spark is too far advanced, there will be a 
decided knock in the cylinders. The best results are obtained with 
the ignition advanced as far as possible without causing the engine to 
pound. 

64. Principles of Ignition Timing. — Correct ignition timing is one 
of the most important points in engine economy. The best efficiency 
will be obtained when the time of ignition is so regulated that the great- 
er part of the combustion occurs while the crank is passing the head 
or upper dead center. If any great part of the combustion occurs 
before the dead center is reached, there will be an undue pressure ex- 
erted against the further motion of the piston in completing the com- 
pression stroke. If the combustion is delayed, the full fuel energy 
will not be available for the whole expansion stroke and there will be 
a consequent loss in the amount of work seciu-ed from the fuel. 
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The rate at which the flame spreads through the fuel mixture de- 
pends on the quality of fuel and the mixture. A weak mixture will 
bum more slowly than a well-proportioned one. An overly rich mixture 
will also burn slowly. A fuel low in heating value will also burn more slowly 
than one high in heat units. Fundamentally, the rate of flame prop- 
agation through the charge depends upon the intensity of the heat 
generated by the combustion. The ignition spark starts combustion 
in a small sphere surrounding the spark plug points. The heat thus 
generated is transmitted to the surrounding charge, which in turn 
burns and passes the heat on to succeeding layers. The rate of prop- 
agation thus depends on the intensity of the heat generated in each 
unit of volume of the mixture. Weak gases or mixtures must, there- 
fore, mean slower combustion. The state of compression also affects 
the rate of burning. If the charge is compressed into a smaller space, 
the intensity of the heat generated in each unit of space is greater; 
the flame also has a shorter distance to travel to ignite the whole charge. 
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Fig. 88. — Series plug ignition system. 



Thus it is evident that the shape of the combustion chamber has 
considerable influence on the time required for flame propagation and 
the consequent power and fuel economy of the engine. In this respect 
the I- head type of engine has the advantage over the L- and T- head 
types. Fig. 77, since it has the most compact combustion space and, 
consequently, the shortest distance for the flame to travel. 

The location of the spark plug is also important in this respect. If 
it is located near the center of the combustion chamber, the flame will 
spread through the whole mass more quickly than if ignition occurs at 
one corner of the combustion chamber. To lessen the time for securing 
combustion, T-head engines are sometimes provided with two spark 
plugs located at distant points in the cylinder head, usually one plug over 
each valve, and arranged so that a spark will occur at the same instant in 
both plugs. This arrangement requires the use of one special plug, 
known as a smes vbiQ) i^ which both electrodes are insulated, the two 
plugs being connected in series as shown in Fig. 88. 
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It will be evident that the procedure for timing the ignition apparatus 
with the engine depends largely upon the type of ignition system used, the 
characteristics of the engine, and the conditions under which it is to 
operate. Since there is no particular gain in having the spark occur 
much after the piston has passed the upper dead center position, it is 
usually advisable to fix the time of the spark on the maximum retard in 
relation to the engine crankshaft, rather than to fix the time of the spark 
for maximum advance. This will give the operator the full available ad- 
vance range through which he may advance the spark ahead of dead center, 
as the engine speed increases, in order to obtain the best performance of the 
engine. Thus it will be seen that the chief aim in ignition timing is to 
fix definitely the occurrence of the spark so that it will occur in the cylin- 
der when the piston is approximately on upper dead center position at 
the end of its compression stroke with the ignition breaker or timer in 
full retard position. It should be remembered that in ignition systems 
using a non-vibrating coil and breaker, the spark occurs at the plug the 
instant the breaker contact points separate; while, in the case of a system 
using vibrating coils with a timer, a shower of sparks will occur at the 
plug the instant the timer contact is made. The exact methods employed 
in ignition timing will be taken up later in connection with the various 
types of ignition systems. 



CHAPTER IV 

MODERN BATTERY IGNITION SYSTEMS 

66. Coiistructi(m of a Typical Battery Ignitioii System. — The main 
parts of a modem automobile battery ignition system are: a storage 
battery, a high-tension non-vibrating induction coil, a breaker, and a dia- 
tribiUor. A typical installation of such a syste^ is shown' ifi Fig. 89. 
The source of current is the storage battery, which also supplies current 
for the starting and lighting system. Th(i( breaker and high-tensioD 
distributor are usually combined into a single unit driven either |.hrougb 



Fio. S9. — InBtallation and wiring of North Eaat ignitioii system on Dodge. 

Spiral gears on one end of the generator armature shaft, as in Fig. 90, 
or by a separate shaft sunilar to the method of driving a magneto as 
shown in Fig. 89. 

The induction coil is usually mounted close to the breaker unit, 
common locations for it being on top of the generator as in Fig. 90; on a 
bracket on the side of the engine; or on the back of the dash. The igni- 
tion switch may be an independent switch; or, as is more often the case, 
it may be combined with the lighting switch. This switch may be 
mounted either on the instrument board or on the steering column within 
convenient reach of the driver. 

A wiring diagram of a typical automobile battery ignition system for 
a six-cylinder engine is shown in Fig. 91. As may be seen, the breaker 
points and the distributor are operated by a single vertical shaft, the 
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distributor arm or block being carried on the upper end of this shaft im- 
mediately above the cam which actuates the breaker points. 



Fto. 90, — Delco ignition equipment mounted on motor generator for Buick Six. 



F:o. 91. — Typical battery ignition syBtem. 

In all four-, six-, eight-, or twelve-cylinder four-stroke cycle engines, 
such as used in automobiles, trucks, tractors, and airplanes, all of the 
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engine cylinders must fire in two revolutions of the crankshaft. This 
means that for each revolution of the engine crankshaft one-half of the 
total number of cylinders must fire and must receive an ignition spark. 
Thus the ignition system must deliver to the engine cylinders two sparks 
for a four-cylinder engine, three sparks for a six-cylinder engine, four 
sparks for an eight-cylinder engine, and six sparks for a twelve-cylinder 
engine, during each revolution of the crankshaft. 

This is made possible by using a four-, six-, eight-, or twelve-lobed 
cam for interrupting the primary circuit, and a high-tension distributor 
with as many equally spaced segments as there are cylinders for directing 
secondary current to the various plugs in their proper order of firing. 
With this arrangement, the cam and distributor are both driven at the 
same speed, namely, one-half that of the crankshaft. 

Since the spark occurs in the cylinder at the instant the breaker points 
open, it is very essential that the cam lobes be ground and spaced very 
accurately so that the spark will occur in each cylinder at exactly the 
same point in the revolution. The cam lobes and distributor segments 
are, therefore, spaced to correspond to the angle passed through by the 
crankshaft during the period between successive cylinder explosions. 
This crank angle is normally 180° or one-half of a revolution for a four- 
cylinder engine, 120° or one-third of a revolution for a six-cylinder engine, 
90° or one-fourth of a revolution for an eight-cylinder engine, and 60° or 
one-sixth of a revolution for a twelve-cylinder engine. One complete 
revolution is 360° so that the angles between the cams may be readily deter- 
mined by dividing 720° by the total number of engine cylinders. For 
example: the crank angle between explosions in a six-cylinder engine is 
720° -^ 6 or 120°. Likewise, in a twelve-cylinder engine this angle is 
720° -i- 12 or 60°. 

66. The Breaker. — The function of the breaker or interrupter is to 
make and break the primary circuit, thereby energizing the induction 
coil and producing a spark at the plug at the proper time. Where 
a non-vibrating coil is used, the secondary spark occurs at the instant 
the contact points open. These points consist of two small contact pieces, 
lisually tungsten alloy or platinum, one of which is stationary while the 
other is mounted on a pivoted arm as shown in Fig. 91. This arm is made 
to bear against the cam by spring tension, with the points held normally 
in contact. As the cam revolves, each lobe presses against the contact 
arm separating the points about .020 in. The opening of the contact 
points interrupts the current in the primary winding of the coil thus 
permitting the core to demagnetize and causing a high-voltage current to be 
induced in the secondary winding. The points being made of tungsten 
alloy or platinum, both have extremely high melting points, and will 
withstand burning and pitting due to any sparking that may occur when 
the contacts open. To prevent this sparking as much as possible, a 
condenser is used, it being electrically connected across the two contacts. 
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67. The Distributor. — As previously explained, the function of the 
distributor is to direct the secondary current from the induction coil to 
the various spark plugs of a multi-cylinder engine in the proper order of 
operation. The distributor head or cap has a center terminal which 
connects with the secondary terminal of the induction coil, and as many 
more metal segments or terminals equally spaced around it as there are 
spark plugs. The head is usually molded of a very high resistant insulat- 
ing material such as Bakelite or Condensite which is moisture proof and 
possess high insulating properties even under excessive heat. The 
terminals are of metal alloy molded in position and terminating on the 
underside in the form of either a segment flush with the surface of the 
head, or in the form of a pin as in Fig. 91. 

The center terminal, to which is connected the high-tension cable from 
the induction coil, has a button or brush on the underside, usually of 
carbon; which makes electrical contact with the center point of the spring 

or segment on the distributor arm. This arm 
or rotor, which is usually a molded block of the 
same material as the head, fits upon the shaft 
in only one correct position relative to the 
cam, so that, as it rotates, its distributing 
button or segment always comes opposite the 
correct terminal in the head to conduct the 
\n^«s^)R'_ J/^ spark to the proper cylinder when the cam 

separates the breaker points. In some dis- 
tributors such as the Delco, North East, and 
Westinghouse the end of the distributing arm 

^''** ^di^ribuLf heL^^^^ ^^^^^ rubbing contact with the segments in 

the head by means of either a metal button 
or carbon brush, while in other types such as the Remy, Atwater-Kent, 
and Connecticut, the outer end of the distributor segment merely rotates 
close to the terminal extensions without quite touching them. In this 
type, the secondary current must leap the small gap (usually not over ^4 
in.) between the segment and the terminal extension in order to complete 
its current. 

The distributor head is usually held in place by two spring clips 
which fit only when the head is in its proper position. By simply remov- 
ing the head, the distributing arm and breaker mechanism are readily 
accessible for inspection and adjustment. On systems where the dis- 
tributor makes a wiping contact, it is advisable to remove the cap about 
once a month, or each 1000 miles of travel, and wipe the track clean, 
using a rag slightly moistened with vaseline as shown in Fig. 92. This 
will keep the distributor track polished and prevent the rotor button 
from sticking and cutting the track. 
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68. The Resistance Unit. — The resistance unit, Fig. 91, which is very 
generally used on automobile storage battery ignition systems, plays a 
very important part in the operation of the system and serves as a pro- 
tective device to the coil and battery in case the switch is left ''ON'' 
with the engine not running. 

It consists usually of a number of turns of resistance wire of either 
German Silver or a special Nickel-Chrome alloy, commonly known as 
"Nichrome," connected in the primary ignition circuit* The important 
characteristic of this wire is its property of increasing its resistance as 
it is heated up, the change in resistance being used to control the current 
flowing in the circuit. For this purpose "Nichrome" wire is more gen-, 
erally used since its increase in resistance is practically in direct pro- 
portion to its increase in temperature up to a dull cherry red heat 
(approximately 140p°F.), which temperature may be considered the 
highest at which the unit will operate normally. In case the ignition 
switch is left in the ''ON" position with the engine not running and with 
the breaker closed, the resistance wire will heat up immediately, due to 
the current flowing, accompanied by a sudden rise in the resistance. 
This will cause the current discharge from the battery through the prim- 
ary winding to decrease sufficiently to protect the coil against damage 
from overheating and the battery against rapid discharge. 

69. Effect of the Resistance Unit upon Ignition.— It will be seen that 
the period during which the breaker contact points remain closed at high 
speed is exceedingly brief, while, at low speed, the contacts remain 
closed for comparatively longer periods of time. This causes the current 
consumption to be slightly greater at low speeds. In order to limit the 
increase of primary current to an amount which will not overheat the 
coil, the resistance unit is connected in the primary circuit in series with 
the coil and breaker, it being usually mounted either on top of the coil or. 
on the side of the breaker housing. The effect of a slight increase of 
current through the circuit at low speeds is to heat up this resistance unit, 
thus increasing its resistance. This change in resistance automatically 
decreases the current at the lower speeds yet permits sufficient current 
to flow through the coil at high speeds to produce an effective spark. 

It will also be seen that the resistance unit tends to equalize the in- 
tensity of the secondary spark at high and low engine speeds, due to its 
change in resistance and the difference in the value of the primary cur- 
rent at different speeds. The period of time which the primary current 
has for magnetizing the core will, of course, decrease in proportion to the 
increase in engine speed; consequently, since it requires a certain length 
of time for the core to become fully magnetized (usually .001 to .02 of a 
second, depending upon the design arid construction of the coil), there is 
a tendency at high speed for the breaker to interrupt the primary current 
before the core is fully magnetized, thus decreasing the intensity of the 
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secondary spark. This is counteracted, to a certain extent, by the de- 
crease in temperature and resistance of the resistance unit at high speeds, 
as a decrease in resistance will permit a larger momentary Sow of current 
through the primary winding during the brief period the breaker points 
are closed. By thus controlling the primary current, the intensity of the 
secondary voltage is kept more nearly uniform at the different speeds 
of the engine. 

The resistance unit also assists the coil to produce a hotter spark 
when the battery yoltage is low since at that time the current is cor- 
respondingly low, and the temperature and resistance of the unit do not 
increase greatly. 

70. Automatic and Manual Spark Advance. — In several modem 
automobile ignition systems, means are provided by which the posi- 



Fio. 93. — Deico intemipMr and automatio spark advance mechaniam. 

tion of the spark is advanced and retarded automatically with the changes 
in engine speed. The purpose of this is to relieve the driver of the 
- responsibility and uncertainty of correctly gaging the proper position 
fc^«etting the spark control lever during normal driving speeds. Figure 
93 shows the Delco ignition breaker and automatic spark advance 
mechanism as used on the Hudson Super-Six. 

As can be seen from this figure, the automatic advance mechanism 
is in the form of a revolving weight type governor mounted on the 
timer shaft below the interrupter cam. The weights are carried by 
a ring which is mounted on a short hollow shaft integral with the 
cam. Above the cam is mounted the distributor arm or rotor which 
rotates with it. The entire mechanism is arranged so that, as the 
engine speeds up and the weights spread outward against the resistance 
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of the spring, the ring and cam are shifted in a forward direction in 
respect to the timer shaft. This has the effect of advancing the spark 
automatically to the correct position in proportion to the engine speed. 
As the engine speed decreases, the springs pull the weights inward 
and the spark is retarded automatically. 

The manual spark advance lever is connected to the spark con- 
trol lever on the steering wheel and is for the purpose of securing 
proper timing and hand control of the spark under various conditions 
such as starting, difference in gasoline, variable weather conditions, 
and at extremely high speeds, requiring spark control beyond the automatic 
advance range. Other types of automatic spark advance mechanism 
will be discussed in connection with the system on which it is used. 

71. The Atwater-Kent Ignition System, Type K-2.— The Atwater- 
Kent battery ignition system is made in two 
■ principal types, the open circuit type in which 
the interrupter points are normally open, and 
the dosed circuit type in which the interrupter 
points are normally closed. The open circuit 
type system was developed primarily for use 
with dry cells, while the closed circuit type 
was developed for use with storage battery 
and generator. 

A typical model of the Atwater-Kent open 
circuit type system is the type K-2, which 
has been widely used on such cars as the Hup- 
mobile. Peerless, King, Franklin, and Chalmers. 
Several of these cars, however, have recently 
changed to the closed circuit type Atwater- 
Kent system commonly known as type CC or 
CA. The principal parts of the type K-2 
system are: the ignition breaker and distributor unit or unisparker as 
shown in Fig. 94 and Fig. 95; and the non-vibrating underhood type 
of induction coil as shown in Fig. 96, The switch may be a simple key 
switch combined with the lighting switch of the par or it may be a 
special polarity changing type mounted independent of the lighting 
switch, as shown in Fig. 97, the function of which is to reverse the 
direction of the primary current through the interrupter points each time 
the switch is turned on. 

The chief feature of this system is the special form of contact mech- 
anism. This is located immediately below the distributor as may 
be seen in Fig. 95 which gives an exploded view of the entire unit. 
The important feature of the contact mechanism is that the length 
of contact is independent of engine speed, thus giving the same inten- 
sity of spark at racing speeds as when slowly cranking the engine. 
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The action of the contact mechanism is shown in Fig, 98. The 
four views show the movement described in producing one spark. The 



Fio. 95. — CoDEtruction of Atwator-Kent ignition unit, type K-2. 

principal moving parts are: the hardened steel rotating shaft in the 
center with as many notches as there are cylinders; the lifter; the latch; 



and the contact spring. The contact points are normally open. The 
contact is made and broken by the action of the lifter spring in draw- 
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ing the lifter back, or after the lifter has become unhooked from the 
notched shaft. When the lifter is pulled forward by the notched 
shaft, it does not touch the latch. It is pulled forward until it reaches 
a point where it unhooks from the notched shaft and is then snapped 
back by the lifter spring, striking the latch as it returns. The latch, 
being struck by the lifter, presses against the contact spring and closes 
the points for a brief instant, opening immediately after the lifter passes. 
With the latch and lifter returned to their original position, the mech- 
anism is again ready to repeat the same operation for producing the next 
spark. The spring action makes the speed of the break independent of 
the speed of the engine. It also makes the time of contact uniform, 
and, since the period of contact is so brief, the system draws the least 
possible current from the batteries. This makes it particularly adapted 
for use with dry cells. 

It is while the contacts are making momentary contact that the 
current flows through the primary winding of the ignition coil. Then, 



Fio. 68. — Operation of Atwater-Kent contact meohatiisra tor typo K-2 ignition aystem. 

when the points separate, the coil demagnetizes and a high-voltage 
current is induced in the secondary winding. The secondary current 
ia led to the center terminal of the distributor, from which point it is 
directed to the various spark plugs in their proper order of firing by 
the revolving diatributor block. Fig, 99, 

Owing to the very short period in which the contacts are together 
and the consequent short duration of the current flow, the coil used 
with such an interrupter must be designed to magnetize or build up 
very rapidly. This ia due to the fact that it requires an appreciable 
amount of time for the primary current to rise to its full value, depend- 
ing upon the quality and shape of the core, and the number of turna 
and size of wire in the primary coil winding. Thus it will be seen that 
an induction coil designed to -operate with an interrupter of the closed 
circuit type will not operate satisfactorily with one of the open circuit type 
since the points will open before the core becomes fully magnetized. On 
the other hand, a coil intended for the open circuit type interrupter 
will be of too low resistance to give satisfactory service with a closed 
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circuit type of breaker, as the current flow will be abnormally high, 
usually causing rapid burning of the contact points and possible injury 
to the condenser. 

A complete wiring diagram of the type K-2 system using a switch 
of the polarity changing type is shown in Fig. 99. .The switch has 
two positions "OFF" and "ON." When the switch is turned "ON," 
if terminal B is connected to S, and B' to S', the current will flow as 
indicated by the arrows. The next time the ignition is turned on, 
by turning the switch another quarter turn in the same direction, the 
connections in the switch are reversed, connecting B to S', and B' to 
S. This reverses the direction of the primary current through the 
unisparker. The purpose of this is to equalize the transfer of metal 



Fio, 99.— Wiring diaeram for Atwater-Kent ignition system, type K-2. 

by the action of the spark at the point of contact, thereby decreasing 
the wear and prolonging the life of the points. 

Contact Point Adjustment. — The normal gap between the contact 
points is from ,0,10 in. to .012 in, — never closer. When the gap becomes 
too wide, due to wear, the engine will be hard to start and will fire ir- 
regularly. The head of the contact screw. Fig. 99, is set up against 
several thin washers. A sufficient number of these washers should be 
removed to give the correct gap when the screw is set up tight. 

The contact points are made of purest tungsten, a material which is 
many times harder than platinum. When the contact points are working 
properly, small particles of tungsten are carried from one point to the 
other, sometimes forming a rough surface, characterized by a dark gray 
color. This roughness does not in any way affect the proper working 
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of the points, owing to the fact that the rough surfaces fit into each other 
perfectly. However, when it becomes necessary to take up the distance 
between these points, due to natural wear, it is advisable to remove both 
contact screw and spring contact arm, and dress down the high spots 
with an oil stone or a new fine file. This makes it possible to obtain a 
more accurate adjustment and ehminates danger of any high points on 
the contacts touching each other when the parts are at rest. 

Automatic Spark Advance Mechanism. — The mechanism for automa- 
tically advancing and retarding the spark, as shown in Fig. 100, is 
located in the housing immediately below the interrupter. It consists 
of a system ' of weights and springs or governor arranged so as to 
advance the spark automatically as the engine speed increases. The 



Motor at high speed, 
spark advance mechaniam. 

timer shaft is divided, the upper portion being notched for operating the 
contact mechanism. As the speed increases, the weights fly outwardly, 
due to centrifugal force, shifting the upper part of the shaft more and 
more ahead of the lower or driving shaft, thus causing contact to occur 
earlier and thereby advancing the spark. The relative positions of the 
governor weights at high and low speeds are shown in Fig. 100. As the 
speed of the engine is reduced, the pull of the springs causes the weights 
to move inwardly, turning the upper or notched end of the shaft back- 
ward, or reverse to the direction of rotation of the driving shaft, thereby 
retarding the spark. The total amount of automatic spark advance at 
high speed is from 30° to 40°. This is indicated in Fig. 100 by the posi- 
tion of the offset slot in the top of the notched shaft shown in the right- 
hand view compared with that in the left-hand view which shows its 
low speed position. 
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Timing the Spark. — Since the type K-2 is not generally used with a 
spark control lever it should be installed so as to allow a small amount of 
angulajr movement for the initial timing adjustment. In other words, 
the socket into which the unisparker fits should be provided with a clamp 
which will permit the unisparker to be turned and locked rigidly in any 
given position. 

In timing, the piston in No. 1 cylinder should be raised to upper dead 
center between compression and power strokes. The clamp which holds 
the unisparker should then be loosened and the unisparker (the entire 
ignition unit) slowly and carefully turned backwards or counterclockwise 
(opposite in direction to the rotation of the timer shaft) until a click is 
heard. This click occurs at the exact instant of the spark. At this 
point, the unisparker should be clamped and care taken not to change its 
position. The distributor cap, which fits only in one position, should 
then be removed and the position of the distributor block on the end of 
the shaft noted. The terminal to which it points must be connected to 
No. 1 cylinder. The other cylinders should 
then be connected in turn to the other 
terminals in their proper order of firing, bear- 
ing in mind the direction of rotation of the 
timer shaft. 

When timed in this manner, the spark will 
occur in each cylinder exactly on dead center 
if the engine is turned over slowly. At crank- 
ing speeds and for safe starting, the spark is 
^"'' ^til'n~u'^t''^p^c '""'" f^tarded automatically by the governor, and, 
as the speed increases, the spark is advanced 
automatically, thus requiring no attention on the part of the driver. 

72. The Atwater-Kent Ignition System, Type CC— The Atwater- 
Kent ignition system type CC is of the closed circuit type developed for 
use on cars equipped with electric starting and lighting equipment and 
is intended to operate on current from a storage battery. It consists 
of a breaker and distributor unit mounted with a non-vibrating coil on 
a base as shown in Fig. 101. The unit has the same general dimensions 
as the standard high-tension magneto and is driven in the same manner. 
For this reason it is termed a magneto replacement unit. Figure 102 
shows the Atwater-Kent installation on the 1918 Maxwell engine. 

The principal feature of the system lies in the design of the breaker 
mechanism as shown in Fig. 103. The contact maker consists of an 
exceedingly light steel contact arm, the end of which rests lightly on a 
hardened steel cam which rotates at one-half crankshaft speed. The 
other end of the contact arm is grounded permanently to the base through 
the spring which carries the contact arm. This has an advantage in that 
there is no pivot which the arm swings on, to wear and otherwise cause 
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trouble. The normal gap between the breaker points should not be less 
than .005 in. nor more than .008 in. The standard setting is .006 in. This 
is about the thickness of two pages of this book. 



Fio. 102. — Atwater-Kant type CC igiiition system mounted on 1918 Maiwell engine. 

For uae on four-cylinder engines, the cam has four lobes which open 
the contact points four times for each revolution of the timer shaft or 
twice for each revolution of the engine crankshaft. Each time the con- 



tact points are opened, the primary circuit of the ignition system is inter- 
rupted, thus producing a discharge of secondary high-tension current at 
one of the spark plugs. The secondary spark occurs when the contacts 
separate. 
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The distributor head, a section of which is shown in Fig. 104, forms 
the top of the ignition unit. Ekch spark plug wire terminates in an 
electrode which passes through the distributor cap. A rotating dis- 
tributor block takes the high-tension current from the center terminal of 
the distributor and distributes it to the plugs in the proper firing order. 
The distributor block just clears the distributor points without actually 
touching. The high-tension current jumps this small gap without ap- 
preciable loss. ' 

In Fig. 105 is shown a complete circuit diagram of the usual type CC 
installation. In some cases, the ignition switch may be combined with 
the lighting switch. With the switch shown, the primary circuit is 



Fio, 105. — Wiring diagram for Atwater-Kent ignition system, type CC. 

complete when the ignition button is pushed in, the arrows indicating 
the path of the current. A resistance unit is mounted in the top of the 
coil housing to provide protection for the coil and battery in case the 
switch is left on. It also assists in equalizing the secondary spark at 
high and low engine speeds as previously explained. 

The Condenser. — The condenser is mounted directly on the timer 
base beside the breaker, the electrical connections to the breaker contacts 
being as shown in Fig. 105. The method of condenser installation is 
shown in Fig. 106. The condenser has two flat copper terminals which 
are clamped under the screws which hold the condenser cover in place. 
In installing the condenser, one copper terminal A should be clamped 
under the insulating washer 3 so as to force it in contact with the bright 
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metal surface of the timer base plate thus grounding terminal A. The 
other terminal B is forced against the upper condenser cover plate 4 on 
the side adjacent to the breaker connection screw. This cover plate 
is insulated from the base plate; 
consequently, terminal B is in- 
sulated from the ground and 
makes electrical connection with 
the adjustable contset 7. 

The sequence of operations in 
installing the condenser is as 
follows: 

1. Insulated washer placed 
in position. 

2. Condenser placed in 
pocket. 

3. Insulated washer No. 3 is 
laid on top of condenser terminal. 

4. Condenser cover No, 4 
placed in position. 

5. Insulated screws put in. 
Note that contact adjustment 

is corrected; that is, the points 
meet squarely and open a maxi- 
mum distance of .006 in. to .008 ^'°- 106.— InstslUtion of AtwaWr-Kent con- 
. denser, type CC. 

in. 

Timing. — The method of timing the ignition unit with the engine is 

practically the same for four-, six-, or eight-cylinder engines since by 

timing the spark in one cyUnder the rest will be in proper time. The 

, following procedure should be followed in timing a , 

four-eyUnder automobile engine equipped with 

Atwater-Kent ignition, type CC, such as used on 

the Maxwell models 1917 to 1920 in which the 

ignition unit is driven by a slotted coupling as 

shown in Fig. 107. 

After making sure that all the advance rods and 
electrical connections are complete, and that the 
advance rods are so adjusted as to allow a full 
Fio. 107.— Atwater- movement of the breaker head for the full move- 
Kent ignition unit drive ment of the advance lever, proceed as follows: 

coupling. ^ 

1. After all ignition wiring is complete, includ- 
ing the connections to the plugs, as in Fig. 105, remove all plugs and lay 
them in order on the top of the cyhnder casting, leaving the plug wires 
attached. Make sure that the terminal ends of the spark plugs do not 
touch the engine frame. 
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2. With the ignition switch "ON," crank the engine slowly by hand 
and note that each spark plug sparks in its proper order (1, 3, 4, 2 for 
Maxwell), turning "OFF" the ignition when this is checked. 

3. Set the spark lever on the steering wheel about Ij^ in. from "full 
retard" position. 

4. Loosen the ignition timer coupling so that the collar on the hori- 
.zontal shaft, Fig. 107, may be easily turned. 

5. Crank the engine slowly by hand until the piston in No. 1 cylinder 
is on upper dead center firing position. In this position the notch in the 
drive-shaft half of the coupling should be up, 

6. Turn the ignition switch "ON." 

7. With the fingers or with the point of a screwdriver turn the 

collar to the right slowly and carefully 
until a spark jumps across No. 1 plug as 
it lays exposed on the cylinder, stopping 



Fio. 108. — CoDDOcUcut igniter, model Fis. 109. — CoiiQecticut coil showing sparlc gap 



at the instant the spark occurs. In case it should be turned past the 
correct point, give the collar a quarter turn back and try it slowly and 
carefully again until it is stopped at the right point. 

8. Lock the adjustment by tightening the hexagonal screw on the 
coupling clamp, and screw the spark plugs into place. 

The engine is now timed so that the spark occurs with No. 1 cyhnder 
on dead center when the spark lever is within IJ^ in, of "full retard." 
This will allow about 10° retard for safe starting and smooth idling 
and about 20° advance for high speeds. 

73. Tlie Connecticut Battery Ignition System. — The principal parts 
of the Connecticut battery ignition system consist of an igniter, Fig. 108, 
a non-vibrating induction coil, Fig. 109, and a switch of special construc- 
tion, typical examples of which are shown in Fig. 110 and Fig. 111. 
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The igniter, details of which are shown in Fig. 112 and Fig. 113, 
operates on the closed circuit principle, the primary circuit being inter- 
rupted or broken, and the secondary spark produced when the lobes of 
the cam strike the roller of the contact arm, separating the contact 



Fici. no. — Front and rsEU' views at Connecticut combination lighting and igoitioa awitch, 
typo H-ND. 

points. The cam has as many lobes as there are cylinders and rotates 
at one-half crankshaft speed. The distributor arm, which directs the 
secondary current to the various plugs in their proper order of firing, is 



Flo. 111. — Internal view of Connecticut automatic ignition switch, type H. 

carried above the cam on the upper end of the same shaft. In most 
installations, the igniter is mounted on the side of the engine and is 
driven through spiral gears from one end of the generator shaft. 

The coil, which also houses the condenser, is mounted close to the 
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igniter on the engine frame, or on top of the generator, and is connected 
to the breaker by short flexible leads. One side of the condenser, as well 
as one side of the primary and secondary winding, is grounded through 



loved Bhowing breaker mechaniam, 

the brass strip on the side of the coil to the coil base and engine frame. 
The condenser, although mounted in the coil, is connected electrically 



across the interrupter points through the two short leads which connect 
the coil with the igniter. Its purpose is to protect the points against 
pitting as previously exolained. 
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One of the distinct features of the Connecticut ignition system is the 
switch which is provided with an automatic "kick out" mechanism for 
releasing the switch and thus opening, the primary battery circuit in case 
the switch should be accidentally left on with the engine not running. 
The purpose of this is to safeguard against undue draining of the battery 
and to prevent overheating of the ignition coil. 

The switch is made in two principal models known as type H, Fig. 
Ill, and type K, Fig. 114, the latter being of the latest design as intro- 
duced on many 1919 and 1920 cars. When the switch is mounted in- 
tegral with the lighting switch, the complete switch unit or panel is 
known as type H-ND and KVD, respectively, as shown in Fig. 110 and 

Fig. 115. 

A complete circuit diagram of the 

Connecticut system using the type 

H-ND switch is shown in Fig. 116. 

When the ignition button (the left- 



FiQ. 114.- — Connecticul automatic igni- Fio. 116. — Roar view of Connectiewtcom- 

tion switch, type K. binatioii isnition aod lighting switch, type 

KVD. 

hand button to the driver) is pushed in, the primary current from 
the battery completes its circuit as indicated. The current flows from 
the positive battery terminal to the switch terminal B, then through the 
switch contacts and resistance element to the switch terminal C which 
is connected to the terminal C on the ignition coil. The current then 
flows through the primary winding of the coil to the stationary side of 
the igniter, across the breaker points to the grounded terminal of the 
coil, returning to the negative terminal of the battery through the ground. 
The current induced in the secondary winding of the coil, upon interrup- 
tion of the primary, flows from the secondary winding to the center of the 
distributor, through the distributor arm to the spark plug, across the 
plug, and back to the grounded coil terminal. It will be noted that a 
safety gap is provided in the top end of the coil. It is enclosed in a mica 
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tube inaccessible to vapor or fumes yet is under a mica window so that 
the spark may be readily observed in the case of a misfiring cylinder. 
The purpose of this gap, as previously explained, is to protect the second- 
ary winding from the destructive action of the high voltage, in case a plug 
terminal should become disconnected and the high-tension current thus 
prevented from taking its regular path. The ignition is turned off by 
simply pushing in on the "OFF" button, which will release latch (? allow- 
ing the "ON" button to fly out and the switch contacts to open. 

Operation of Automatic Switch, Type H. — A study of Fig. 116 will also 
show the principle of the automatic switch mechanism. The thermostat 
consists of two strips of dissimilar metals, nickel steel and spring brass, 
welded along their entire surface and wound with a heating element 
similar to that used for- resistance, units. Brass expands with increase 



WHinOH SWITCH 
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in 'temperature much more rapidly than nickel steel; consequently, the 
thermostat blade, which is fixed at one end, will bend as it is heated up in 
proportion to the increase in temperature. The resistance unit is in the 
primary ignition circuit. 

In case the switch is left on with the engine not running and the 
breaker points closed, the continuous flow of current through the resist- 
ance unit will cause the thermostat blade to heat up and bend sufficiently 
to close the contacts E. This will complete a circuit from the battery 
through the winding of the electromagnet causing the arm F to vibrate 
rapidly. The end of arm F upon striking the lever G, autoinatically 
releases the switch button. The thermostat can be adjusted to operate 
at any time from 30 seconds to 4 minutes. This adjustment is made after 
the engine stops by varying the gap of the thermostat contacts. The nor 
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mal setting should be such as to release the switch in about three-quarters 
of a minute after the engine has stopped. 

Operation of Automatic Switch j Type K. — The automatic switch, type 
K, differs from type H, principally in the arrangement of the thermostats, 
two being employed instead of one, and in the method of releasing the 
switch button, as may be seen by comparing Fig. Ill and Fig. 114. A 
circuit diagram of a typical ignition system using the type K switch is 
shown in Fig. 117. Referring to Fig. 114 and Fig. 117, the operation of 
this switch is as follows : With the switch button plunger c pushed in, the 
contacts h are closed and the primary circuit is completed through the 
thermostatic bar b and heater tape e, the current entering the switch at 

AUTOMATIC IGNITION SWITCH 
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Fig. 117. — Wiring diagram of Connecticut battery ignition switch losing type K switch. 

terminal B and leaving at terminal C as indicated. The switch button is 
held in by a fiber wedge-shaped block mounted on the free end of a 
second thermostatic bar d the fixed end of which is grounded to the switch 
case and electrically connected to terminal G which is also grounded. If 
the switch is left on and an uninterrupted flow of current is allowed to 
pass through the heater tape e, the thermostatic bar b will bend down until 
it makes contact on adjustment screw /. This will allow current to flow 
from the battery through the heater tape g to the ground post G causing 
the thermostatic latch d to bend up sufficiently to release the switch 
button plunger c, thus opening the switch contacts A. The switch can 
be also turned off by pulling plunger c which will release the latch and 
accomplish the same result. 
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The time in which the switch will release itself after the engine has 
stopped may be regulated by turning the adjustment screw/. The time 
for release may be increased by increasing the gap between the contacts 
slightly, and the time decreased by decreasing the gap slightly. The 
normal adjustment should be such that release of the switch will occur in 
about three-fourths of a minute, the same as for the switch type H. 

The breaker mechaoism is very simple as Fig. 116 shows. In 
operation, the rotation of the cam C causes it to strike the fiber roller R 
thus lifting the arm A and separating the contact points. The arm is 
returned to its normal [>osition by a flat spring attached to the contact 
arm. 

The breaker mechanism is mounted on a plate which rests in the 

casing and is held in place by a spring ring and also by a solid ring, the 

latter being held by two screws as shown in Fig. 

113. The advance lever engages a pin on the 

breaker plate, the whole plate being advanced 

around the shaft to advance the time of ignition. 

The contacts should be adjusted to open .020 in. 

Inasmuch as the system operates on the closed 

circuit principle, the maximum time is allowed 

for the complete magnetization of the induction 

coil. The intensity of the sparks produced at 

the plugs depends upon this magnetization. It 

follows that the slower the speed of the engine 

the greater the magnetization of the core and 

the greater the spark intensity- However, this 

is partly counteracted by the action of the re- 

Fio. 118.— Remy battery sistance Unit surrounding the thermostat. This 

'tribu^Tr unu'*'*'' ^"^ ^'^ resistance unit tends to equalize the intensity of 

the secondary spark at high and low engine 

speeds in the same way as the resistance units on other systems. 

74. The Remy Ignition System. — The Remy battery ignition system, 
which is of the high-tension distributor type, consists principally of a 
vertical breaker unit, Fig. 118; a non-vibrating coil, a typical design of 
which is shown in Fig. 119; and a switch which may be of either the plain 
or polarity changing type. The ignition switch is often combined with 
the lighting switch. 

One type of Remy ignition system which has been used very exten- 
sively is that shown in Fig. 120. In this system the breaker is driven 
from the generator shaft through spiral gears and the coil is mounted 
close by on the generator frame. The coil is supported by a special 
bracket which also serves to ground one side of both the primary and the 
secondary windings. The breaker operates on the closed circuit prin- 
ciple and is very simple in construction as may be seen from Fig. 121. 
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The interrupter comprises two contact points of platinum-iridium or 
tungsten, usually the latter, one being stationary while the other is 
carried at the free end of a pivoted lever which bears against the rotating 
steel cam. The cam has accurately ground corners (one for each cylin- 
der) which bear against the iiber block on the lever in rotation and cause 



Fio. 119. — Remy induction eoil — two primary terminal type. 

the contact points to open and close at correct intervals. The cam has 
as many lobes as the engine has cylinders and is, therefore, driven at one- 
half crankshaft speed. The high-tension current is distributed to the 
spark plug leads by a distributor brush which is carried above the cam 
but does not touch the pins in the distributor head. 



Fro. 120. — Remy generator with iBuition eoil and distributor mounted. 

The distributor brush in some models also carries the safety gap which 
is a gap of % in. between the distributing segment and the bottom plate 
which is grounded upon the shaft. This provides a safety gap across 
which the spark can discharge in case any of the connections from the dis- 
tributor to the spark plug should become broken. The destruction of the 
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coil windings due to excessive voltage is thus prevented. The safety gap 
should not be less than ^J-^2 i°- ^ ^^ spark might then discharge across 
it instead of across the spark plug gap when the plug is under compres- 
sion. Some of the distributor units are equipped with an automatic 
spark advance in which case the governor mechanism is mounted in the 
housing below the cam. The advance of the spark is provided by the 



Fio. 121. — Remy breaker and dUtrihutor. 

revolving weights which spread more and more due to centrifugal force 
and shift the cam in an advance direction. As the engine slows down, 
the cam is shifted in the reverse direction and the spark is retarded. 

Two types of coils are used. One has two primary terminals on top, 
as shown in Fig. 119, in which case the coil operates with a simple switch 
of the "ON" and "OFF" type, while the other has three primary termi- 



nals oh top as shown in Fig. 120 and operates with a four-terminal switch 
of the polarity changing type. In both cases the condenser is placed 
inside the coil and a resistance unit is mounted on top for controlhng 
the primary current. Figure 122 shows a typical wiring diagram of the 
Remy system using the two-terminal coil, and Fig, 123 shows a typical 
wiring diagram of the system using the three-terminal coil. 
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The purpose of the polarity changiDg type switch is to reverse the 
direction of current flow across the breaker points each time the ignition 
is used. It is absolutely necessary that the ignition switch be placed in 
the "OFF" position when the engine is not running. If it is left in the 
"ON" position, current from the storage battery will discharge through 
the ignition coil. If this discharge continues, the battery will be ex- 



Fio. 123. — Wiring diagtam for Remy battery ignition system using three primary termina 

hausted. To aid in preventing theft or unauthorized use, the operator 
should remove the switch key when leaving the car. 

Adjustment of Contact Points. — The contact points should have a 
maximum opening of .020 in. to .025 in., or the thickness of the gage which 
is on the side of the wrench furnished for adjusting the contact point 
opening. It is recommended that an inspection of the points be made 
every 1000 miles. If the points are 

found to be worn unevenly or are Corrmet Incorncf 

dirty, they may be cleaned by pass- 
ing a fine flat file, or preferably a / 
piece of No. 00 sandpaper, between 
them. When the contacts are prop- 
erly fitted, they should make clean 
square contact as shown by A in Fig. 

124. Adjustment of the gap between „ ,„. „ . j ■ . i. 

' . 1 i_ 1 - i_ Fio- 134. — Correct and incotreotBbapes for 

the contacts is made by loosening the battery breaker contact points. 

lock nut with the wrench furnished, 

turning the adjusting screw, and then locking the nut again. TAese con- 
lad, points should not be oiled. A slight trace of vaseline placed on the 
fiber block or on the cam every 1000 miles will keep the cam from rusting. 
Timing Ignition to the Engine. — The time of opening the breaker 
contact points relative to the travel of the piston is determined as follows: 
The distributor advance lever is pushed back to full retard position. The 
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engine is brought to dead cerUer position with No. 1 piston at the top of 
its compression stroke. Dead center is accurately indicated when the 
line U. D, C. on the flywheel is opposite the corresponding prick-punch 
mark on the engine franie. In this position of the flywheel the pistons 
in both of the two cylinders indicated by the numerals after U, D, C. 
will be at the top of the stroke. By holding the finger over the open pet- 
cock as the engine is turned in the proper direction of rotation the cylinder 
on compression can be determined. The breaker contact points should 
just be starting to separate (the flyivheel being turned in the direction of 
rotation past dead center position) for a gix-cylinder engine, or from 1 in. 
to 1% in. (as measured on the flywheel) past dead center for a four- 
cylinder engine. 

If it is found necessary to readjust the timing, the distributor arm 
(which has an arrow on it) should be removed and the nut which 
holds the cam in place unscrewed. The cam can be loosened by giving 
it a sharp rap to release it from the taper part of the shaft on which it 
fits snugly. It should be turned to obtain the proper time of opening 
the contact points, noting that it strikes the fiber in the proper direction 
of rotation. The cam is then rapped down in place and the nut tight- 
ened to keep the cam from slipping. 

Oiling, — The grease cup below the distributor head should be kept 
full of medium grease, and should be given two turns to the right every 
500 miles, so as to force a little grease into the bearings. 

Spark Plugs, — Failiu*e of spark is sometimes due to the spark plug 
gap inside the cylinder becoming clogged with carbon or oil. This gap 
should measure .025 in. to .030 in., or the thickness of the gage supplied 
by the manufacturer. 

75. The Remy-Liberty Ignition Breaker for U. S. Military Trucki 
Class B. — The special battery ignition breaker manufactured by the Remy 
Electric Company for the U. S. military truck. Class B, is shown in Fig. 
125 and Fig. 126. The breaker is of the closed circuit type and operates 
with a plain non-vibrating coil. Both breaker and coil are mounted on 
the left side of the engine in front of the water pump. The coil is de- 
signed so that a resistance unit is not used in the primary circuit. The 
condenser is mounted inside the distributor head where it is very accessible. 
Another feature is that the breaker mechanism is mounted on a plate 
separate from the main distributor body. This permits the advancing 
and retarding of the spark by simply shifting the breaker mechanism 
around the cam instead of shifting the entire head, thus avoiding the 
bending of the wiring. The operation and adjustment of the system are . 
identical with other systems of the closed circuit type. 

76. The North East Battery Ignition System. — The installation and 
wiring of the North East battery ignition system as used on the Dodge car 
is shown in Fig. 89. The ignition unit, Fig. 127, is virtually a magneto 
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replacement outfit, being driven the same as a magneto. This unit com- 
prises an indticlion coil, a breaker of the closed circuit type, a condenser 
mounted in the breaker housing, and an automatic spark odvanAX mech- 



Fio. 126. — Remy-Liberty battery ignition unit for U. S. Military truck. Class B. 



Fio. 126. — Conatniction of Remy-Liberty battery ignition unit for U. S. Military truck, 
Class B. 

aniam which is shown separately in Fig. 128. Either one of two types 
of breaker is used. In one type, the terminals of the breaker are both 
insulated and the system operates with a polarity changing type switch. 
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In the other type, Fig. 129, one breaker terminal is grounded and the 
system operates with a simple key switch. 



Fio, 127. — North East ignition u 



Fia. 128. — North East automatic spark advaii 



Fm. 129, — North East breaker and distributor. 

The principle of the system, as well as the method of ignition timing, 
is very similar to that in other systems of the closed circuit type. To 
time ignition the cam is loosened and the time of contact break is adjtist^d 
by shifting the cam so that the points are on the verge of separating when 
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the cam is being turned forward with No. 1 piatonaboutj^ in. below upper 
dead center position on the working stroke, 

A good way to check the time of contact break is with a test lamp, 
connected as shown in Fig. 130. After the ignition switch is turned 
on, the engine should be turned over slowly by hand. The light will 
flash on and off depending upon whether the contacts are open or closed. 
The instant the points separate, the lamp will hght. The light should 
occur (with the above setting) when the dead center mark on the fly- 
wheel is K in- to % in. past dead center position. The time of con- 
tact opening should be the same for each cylinder. The points should 
be adjusted to separate .020 in. 

77. The Delco Ignitioii System. — ^A few of the many types of Delco 
ignition equipment in use are shown in Fig. 131 and Fig. 132. The 
varied designs are due not so much to the principle involved, as this 
ia practically the ^me in all models, but to the many individual igni- 



Fio. 130. — Method of connecting t«st lamp to check time of contact opening. 

tion requirements of the four-, six-, eight-, or twelve-cylinder engine 
on which they are used. 

The distributor and breaker unit are carried on the front end of the 
generator and are driven at one-half crankshaft speed by the same 
shaft which drives the generator. The distributor consists of a cap 
or head of insulating material with one high-tension contact in the 
center and as many similar contacts as there are cylinders spaced equi- 
distant about the center. The distributor arm or rotor carries a con- 
tact button which makes continuous contact with the head and serves 
to direct the secondary current to the proper spark plug. 

Beneath the distributor head and the rotor is the breaker, Fig. 133, 
which is provided with a screw in the center of the shaft. The loosen- 
ing of this screw allows the cam to be turned in either direction to se- 
cure the proper timing. The breaker operates on the closed circuit 
principle, and the spark occurs at the instant the timer contacts open. 
The adjustment screw must always be screwed down tight after the 
cam is adjusted. 

The distributor is equipped with both manual and automatic con- 
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FiQ. 131. — Types of Delco ignition equipment. 




FlQ. 132. — Typical 1920 Delco igmtion type generatora. 
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trol. The manual control is linked up with the spark lever on the 
steering wheel sector. This is for the purpose of securing the proper 
retard of the ignition for the starting operation and very slow idling 
speeds, and to secure the proper advance required for maximum power 
at very low engine speeds over which the automatic feature has no 
control. 

The automatic spark advance mechanism is located in the lower 
part of the breaker housing. This mechanism is for the purpose of 
securing the additional advance that is required to give the best operat- 
ing conditions of the engine at the higher engine speeds. This feature 
makes it unnecessary to manipulate the spark lever for varying engine 
speeds in order to secure the best performance of the engine. 



Fio. 133. — Wiring diasram for typical Deico igoition syatem. 

The ignition coil is mounted on top of the generator as shown in 
Fig. 132. It will be noticed from Fig. 133 that an ignition resistance 
unit is mounted on one end and that the condenser is placed in the bot- 
*tom of the coil with one side grounded. The switch button next to 
the ammeter, Fig. 131 and Fig. 132, controls both the ignition circuit 
and the circuit between the generator and the storage battery. It 
connects the three contacts numbered 2, 4, and 3 in the wiring 
diagram. Fig. 133. The second button from the ammeter controls 
the cowl and tail light; the third button controls the headlight dim; 
and the button on the extreme left controls the headlight bright. 

78. The Westinghouse Ignition Systems. — The Westinghouse 
Vertical Ignition System is characterized mainly by the fact 
that the interrupter, condenser, distributor, and induction coil are all 
contained in a single unit known as the Westinghouse Vertical Igni- 
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tion Unit. This igDition unit is Bometimes mounted independently, 
but it is generally mounted on the generator &s shown in Fig. 134. 

The construction of the unit is clearly shown in Fig. 135 which 
shows the interrupter at the bottom of the assembly with the condenser 
connected directly across the contact points. This close association 
of the contact points and the condenser gives a more positive condenser 



FlQ. 134. — WeBtioEhouse vertical igaition unit mounted on an automobile engine. 

action and a better operation of the ignition system than when the 
contact points and the condenser are widely separated. Immedi- 
ately above the interrupter is the induction coil containing the prim- 
ary and secondary windings. At the top of the unit is the distributor. 
The distributor arm is driven by a shaft which extends upward from 



Fio. 135.— Parts of Weatingbouse verUoal ignition unit. 

the interrupter through the hollow core of the induction coil. This 
arrangement gives a very compact ignition system as most of the re- 
quired parts are located in one unit. The only parts of the circuit 
that are outside of this unit are the battery, ignition switch, and bal- 
last resistor. The ballast resistor is mounted on the baclc of the igni- 
tion switch. Fig. 136 and Fig. 137. The ignition switch is double pole 
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and is so arranged that the current passes through the breaker points 
in a different direction every time the switch is turned on. This re- 



. Fio. 137.— Hoar view, Weatio^ouBe 
ignitiou swUnh with resistor ballast 
mounted in place. 

versal of current through the breaker points prevents them from pit- 
ting away unevenly and lengthens their life. 

The ballast resistor, which is an integral part of the primary cir- 
cuit, consists of a resistance unit having 

a high temperature coefficient. It is '*'' 

placed in series with the primary of ,^^^^ 

the induction coil and all current flow- 
ing through the primary circuit must s/7 
pass through this resistor. If the Contacn 
ignition switch should be left on with 

the engine idle, the uninterrupted ,^^^^ y^.^ 

current would heat the resistor, thus 
increasing its resistance and cutting 
down the amount of current to such 
a low value that the coil would not 
be burned out. 

When the engine is running, a 
certain amount of current will flow 
through the primary circuit at each 
closing of the contacts. With an in- 
crease in engine speed, the time of con- 
tact is shortened and the time allowed 
the primary current to build up is 
materially reduced. As the period of 

current flow is reduced in length, the fnmSctney 

resistor cools, its resistance is lowered, ^' 
and the value of the current in amperes 
that passes is increased, allowing the current in the primary coil to build 
up very rapidly. Under this regulation, a small current is produced 
in the primary circuit at low engine speeds, and a large current at high 
engine speeds, while the magnitude of the spark produced by the sec- 
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ondary winding is uniform at all engine speeds. The wiring diagram 
of the vertical unit ignition system is shown in Fig. 138. 



Fio. 139.— West! nghouBe type Fig. 140.— Westinghouse type SC diB- 

SC ignition coi), tributor (or an eight-cytitider engine. 

The Westinghouse Type SC Ignition System. — A later model Westing- 
house ignition system is the type SC which uses a coil separate from the 



F:o, 141.^Interjor of Westinghouse Type SC interrupter. 

distributor unit. This coil, shown in Fig. 139, is tubular in shape and is 
mounted upon a metal base plate which facilitates its installation at 
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any convenient place either on the engine or on the dash. The ballast 
resistor is carried in a groove around the porcelain cap instead of being 
mounted on the ignition switch as in the Vertical Unit. 

The distributor unit for an eight-cylinder engine is shown in Fig. 140. 
The distributor unit carries but one low-tension binding post since the 
low-tension current is grounded in the interrupter. Figure 141 shows 
the interior construction of the interrupter. The movable contact point 
is mounted upon a steel spring which flexes under the action of the inter- 
rupter cam, thus opening the circuit at the contact points. The con- 
denser is contained in the interrupter housing and is in electrical contact 
with the moving contact point. The stationary contact is grounded 
directly to the metal housing as is also one terminal of the condenser. 
This puts the condenser in parallel with the breaker points. 



4,. COIL i>.-..^..-v^.«.^ 

Fio. 142. — Wiring diagram, WestinghouaB type 8C ignition syatflm. 

The wiring diagram of the type SC system is shown in Fig, 142. 
The primary winding of the coil has two terminals located on the top of 
the coil, and the secondary winding has one terminal on the side, the other 
end of the secondary winding being grounded on the base plate of the 
coil. If this coil be mounted on an insulating support, such as the wooden 
dash of an automobile, a wire should be run from one of the screws or 
bolts holding the coil in place to some convenient nut or bolt on the metal 
work of the engine, A simple two-point switch is used for the ignition 
control. 

79. The Philbrin Ignition System. — The Philbrin ignition system 
provides a combination of the single spark and the high frequency vibrat- 
ing coil continuous spark systems. This combination is effected by a 
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special type switch. With the Philbrin system the driver has the option 
of using a single spark system, especially adapted for driving at ordinary 
touring speed aft«r the motor has been warmed up; or a high frequency 
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FiQ. 143.— Wiring diagra 



FiQ. 144. — Philbrio diatributor. 

spark system adapted for slow driving through crowded traffic or when 
the engine is cold. 

That a clear understanding of the operation may be had, the high 
frequency system, the one to be used for starting a cold motor in 
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winter, will be considered first. Figure 143 ia the wiring diagram of the 
Philbrin ignition system. With the selective switch in the position 
shown by the heavy solidlines the path of the current through the circuit 
is as follows: From battery to primary winding on coil, to selective 



Fio. 145. — Interior of Philbrin Duplex switch. 

switch, to vibrating coil winding through vibrating points, to ground. 
The contact maker or interrupter is not included in this circuit; conse- 
quently, the vibrator is working continuously, producing a steady stream 



FiQ. 146. — Phil brin'con tact maker. 

of sparks in the secondary circuit. This stream of sparks is distributed 
to the proper cylinder by the distributor, Fig. 144, In this case, the 
distributor acts as a timer for the high-tension circuit. The continuous 
stream of high frequency sparks produced under this operation permits 
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a cold motor to be started easily, or allows the driver to throttle down 
the engine and drive slowly in crowded traffic. 

Figure 145 shows the interior construction of the switch used by 
Philbrin. It carries a high frequency vibrator with a condenser con- 
nected across its points. 

By turning the selective switch to the position shown by the dotted 
lines in Fig. 143, the system will operate on a single spark. The high 
frequency vibrator is now cut out of the circuit and the contact maker or 
interrupter, Fig. 146, is introduced in its place. The contact maker is of 
special form, designed to give a very short closed circuit period with a 
quick break, and carries a condenser connected across the points. On 
single spark operation, the system gives but a single spark in each cylinder 



Fia. 149a. — Wagner iKaition system mounted on senc^tor. 

at the proper firing time. The assembled contact maker and distributor 
for an eight-cylinder motor is shonn by Fig. 147. The coil, Fig, 148, is 
of special waterproof construction, and is usually mounted on the under- 
hood side of the dash, but for some installations the coil, contact, maker, 
and distributor are grouped into a compact unit as shown in Fig. 149. 
80. Wagner Ignition System.^ — The Wagner ignition system employs 
a single non-vibrating coil with a high-tension distributor. The system 
is usually mounted on the generator, as shown in Fig. 149a, but may also 
be mounted independently if desired. The units which compose the 
Wagner system have been designed so as to be water and dust proof, 
removing many causes of ignition trouble and making the operation of 
the system more reliable. 

The coil shown in Fig. 149i> is contained in a pressed steel case which 
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protects the parts of the coil from mechanical injury and moisture. A 
resistance unit is mounted on one of the primary terminals near the bot- 



tom of the coil. The high-tension terminal is at the extreme top of the 
unit. Immediately below is the safety gap placed inside the case with a 



Fro. 149c. — Wagner condenaer. Fio. 149<i. — Wagner timer or interrupter. 

mica window through which it may be seen. The condenser, Fig. 149c, 
is contained in a pressed steel case. This construction and method of 
assembly protect the condenser from moisture, temperature changes, or 
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mechanical vibrations. The condenser may be mounted either on the 
distributor housing or on the base of the coil. 

The timer or interrupter. Fig. 149d, is carried immediately beneath the 
high-tension distributor in the distributor unit shown in Fig. 149e. The 
distributor disc, Fig. 149/, distributes the high.-tension current to the 
various spark plug cables by means of the plate D. The plate does not 
make actual contact with the distributing pins shown in Fig. 149j;, but 
passes very close to them with about one ten-thousandths of an inch of 



Fig. 149e. — Complete Wagnet timer diatributor. 

air gap across which the current jumps. This avoids the use of carbon 
brushes and does away with cleaning the distributor head. 

The interrupter, Fig. 149d, provides means for adjusting the contact 
points. One point is mounted on the end of an adjustable contact screw 
held in place by the lock nut H. After the points have worn until they no 
longer give the proper opening, which should be about 0.020 in., the lock 
nut may be loosened and the contact screw turned up until the opening 
is again correct. The lock nut should then be tightened. 

After continued use for a long period the contact points may need 
replacing. A new timer lever and contact screw will then be required. 
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The old timer lever and contact screw should be removed and the new 
parts placed in position. The opening of the contact points should then 
be adjusted to the proper distance and the lock nut tightened. The 
points should face each other squarely and should touch throughout 
their whole surface C, Fig. 149d. If they do not line up, the screws E 



Fid. 1490. — Warner distributing head. 

and F should be loosened and the support plate G moved sufficiently to 
align the points properly, after which E and F should be tightened. 

The timer lever pivot is lubricated by an oil-soaked wick contained 
in the hollow spindle under the spring clip A , Fig. 149rf. At the beginning 
of the season this wick should be given about three drops of thin oil to 



Fio. 149fc. — Timing the Wagner interrupter, 

provide lubrication for the season. The grease cup on the distributor 
shaft, Fig. 149e, should be filled with grease and screwed down one-half 
turn every 500 miles. 

If the setting of the interrupter has been disturbed and it is desired 
to reset it, the cam screw should first be loosened and the cam raised off 
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its taper on the shaft by prying it up with a, screwdriver as shown in Fig. 
149A. Cylinder No, 1 should then be set on top dead center of the work- 
ing stroke and the spark lever retarded to the limit of its travel. The 
cam then should be rested lightly on the taper of the shaft and turned 
around in the direction in which it rotates when driven by the engine 
until the slot B is opposite the cam on the timer lever C, with the points 
just opening. The top of the cam should then be tapped lightly with the 
handle of the screwdriver to force it solidly on to the tapered portion of 
the shaft and the cam screw tightened. The opening of the contact 
points should be again checked with the position of the piston to insure 
that the adjustments have not been disturbed when the cam was 
tightened. The wiring diagram is shown in Fig. 14&i, 

80a. Timing Battery Igni- ,„ „„ ^^., 

tion wiOi the Engine. — The 
details connected with igni- 
tion timing depend somewhat 
on the make and type of igni- 
tion system and also on the 
type of engine. The general 
principles, however, are the 
same. The following rules for 
timing a four-cylinder engine, 
with minor modifications to 
suit certain individual condi- 
tions, will apply generally to all systems of the closed-circuit type hav- 
ing an adjustable interrupter cam. 

Place the spark lever on the steering wheel in the fully retarded posi- 
tion, making sure that the interrupter timer lever is fully retarded and 
that all play in the connecting mechanism from spark lever to timer has 
been taken up. 

With the pet cocks open or the spark plugs removed, turn the engine 
over slowly by hand. After noting the firing order, either by testing the 
order of compression or by watching the operation of the valves, turn the 
engine until the dead-center mark on the flywheel for No. 1 and 4 cylin^ 
ders (D. C. 1-4) is about 1 in. past dead-center position with No. 1 
cylinder (the cylinder next to the radiator) on the upper end of its com- 
pression stroke. (One inch measured on the rim of a 16}^ in. flywheel 
measures off about seven degrees of the crank angle.) In a four-cylinder 
engine, the exhaust valve in No. 4 Cylinder should just be closed with 
this setting. 

Remove the distributor head and loosen the timing adjusting screw 
or nut in the center of the timer shaft. Turn the breaker cam so that the 
distributor brush or button will be in the position under No. 1 high-tension 
terminal when the distributor head is fastened in the proper position. 
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In this position, adjust the breaker cam carefully so that when the dis- 
tributor arm is rocked forward, taking up the slack in the gears, the con- 
tacts will be opened by the breaker cam, and, when the arm is rocked 
backward, the contacts will close. 

Tighten the adjustment screw or nut securely and replace the dis- 
tributor arm and head. The head should be properly located by the 
locating tongue and the hold-down clips. The distributor should be 
wired to the plugs in the proper order of firing, beginning with No. 1 and 
proceeding around the distributor head in the direction of breaker rotation. 

81* Care of Battery Ignition Systems. — General rules which will 
provide proper care and insure long life to practically all types and makes 
of battery ignition systems are as follows: 

Contact Points and Distributor. — The distributor cap should be 
removed and the contact points inspected every 1000 to 1500 miles. 
If found dirty or uneven and pitted, a fine flat file, or preferably a piece 
of No. 00 sandpaper, should be passed between them. The contact 
points have a standard opening of .017 in. to .020 inch. 

The Distributor. — The distributor cap will require no attention except 
to wipe out from time to time any dust which may accumulate. This 
may be done by using a rag moistened with gasoline. 

Oiling. — Each bearing of the breaker distributor unit should be given 
a few drops of clean cylinder oil every 1000 miles. Oil is much cheaper 
than new bearings. 

Every 1000 to 1500 miles a slight trace of clean oil or grease placed on 
the fiber block or on the steel cam will keep the cam from rusting. The 
contact points should not be oiled. 

Wiring. — Once or twice each season all wiring, especially the high- 
tension cables, should be thoroughly inspected and all wires with worn or 
cracked insulation replaced with new. All terminals should be kept 
tight. Care should be taken that each secondary wire is kept free from 
oil and well supported so that there is no rubbing contact with the engine 
frame. Short circuits and misfiring of the engine are thus avoided. 

Spark Plugs. — Failure of ignition is usually due to dirty spark plugs. 
When the engine does not fire regularly, the plugs should be examined, 
and, if found to be sooted, they should be cleaned by scraping off the 
carbon and washing them in gasoline. The opening of the plug gap 
should measure .025 in. to .030 in., or the thickness of a worn dime. 
After the plugs have been replaced in the cylinder, the procelains should 
be examined to be sure that they are not cracked. 



CHAPTER V 

BATTERY IGNITION SYSTEMS FOR MULTIPLE CYLINDER 
ENGINES 

82. Firing Order of Four- and Siz-cylinder Engines. — The firing 
order of a multiple cylinder engine is arranged so as to give an even time 
distribution of power impulses along the crankshaft. The standard 
four-cylinder crankshaft has the two center cranks, No. 2 and No- 3, side 
by side. The end cranks No. 1 and No. 4 are at an angle of 180° from 
the center cranks as shown in Fig. 150. This arrangement causes the 
pistons to move in pairs, No. 2 and No. 3 forming one pair and No. 1 and 



Fio. 150. — Four-cylinder crankshaft. 

No. 4 the other pair. When the center pair of pistons is moving up, the 
end pair is moving down and vice versa, thus giving a smooth running 
motor without excessive vibration. The No, 1 piston and the No. 4 
piston are in the same position in the cylinders at the same time. Like- 
wise, No. 2 and No. 3 pistons are in the same position. If No. 1 piston 
is on the compression stroke, No. 4 must necessarily be on the exhaust 
stroke, and No. 2 and No. 3 on the suction and explosion strokes. On 
account of the arrangement of the cranks on the shaft, the order of firing 
in a four-cylinder engine must be 1, 3, 4, 2, or 1, 2, 4, 3. Either of these 
firing orders gives an even distribution of the power impulses. Ignition 
systems to be used on four-cylinder engines must have their timers, con- 
117 
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tact makers, and distributors designed to deliver the spark to the cylin- 
ders of the engine in one of these firing orders. By a study of the timer 
in Fig. 83 and the distributor in Fig. 105, it can readily be understood 
how this is accomplished. These timers and distributors are driven at 
one-half crankshaft speed. 

There are two ways in which cranks on a six-cylinder crankshaft are 
arranged. The sketches in Fig. 151 show this essential difference. 
Starting with crank 1 up, as shown, crank 2 may be either 120° to the 
right or left. Crank 3 is then 120° beyond crank 2. In either case, cranks 
1 and 6, 2 and 5, 3 and 4 are in the same plane and in the same position. 
A crankshaft is either right or Left, depending upon whether cranks 3 and 4 
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Fio. 151. — Methods of crank arrangement for six-cylinder engine. 
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are 120° to the right or left of cranks 1 and 6, when the latter are vertical. 
Figure 151-4 represents a right crank and Fig. 1515 a left crank, the fly- 
wheel being at the far end of the shaft. As each cylinder fires once in two 
revloutions of the crankshaft, there are, consequently, three explosions 
per revolution, or one every one-third revolution of a six-cylinder crank. 
The only essential difference between a right and a teft crank is that in 
one case the flywheel is on one end of the crankshaft, while in the T)ther 
it is placed on the opposite end. The crank arrangement determines the 
firing order, assuming that the direction of rotation is the same in each 
case. Referring to Fig. 151, obviously pistons 1 and 6, 2 and 5, and 3 
and 4, will be in the same respective positions in their cylinders at the 
same time. If pistons 1, 2, or 3 are on the suction stroke, then pistons 6, 
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6, or 4 will be on the expansion stroke, If 1, 2, or 3 are on the compres- 
sion stroke, then 6, 5, or 4 will be on the exhaust stroke. It is also evident 
that the cylinders can fire only in certain definite orders. For instance, 
the right crank in Fig. 151A might fire, 1, 5, 3, 6, 2, 4, or 1, 2, 3, 6, 5, 4, or 
1, 5, 4, 6, 2, 3, or 1, 2, 4, 6, 5, 3. The first order given, 1, 5, 3, 6, 2, 4, is 
the best and most usual firing order because the power impulses are 
better distributed along the crankshaft. The left crank. Fig. 151S, 
might fire 1, 3, 5, 6," 4, 2, or 1, 4, 5, 6, 3, 2, or 1, 3, 2, 6, 4,5, or 1, 4, 2, 6, 
3, 5. The last order, 1, 4, 2, 6, 3, 5, is the best order for the reason given 
above. 

83. Firing Order of Eight-cylinder Engines. — The eighl^cylinder 
automobile engine has two rows or "blocks" of four cylinders each placed 



Flo, 152. — Sectional view of Cadillac eight-cylinder engine. 

at an angle of 90° with each other as shown in Fig. 152. The crankshaft 
is like the conventional four-cylinder crankshaft. The cylinders in the 
two blocks are opposite, and the connecting rods of opposite cylinders 
work on the same crank as shown in Fig. 153. 

The cylinders of an eight-cylinder engine are generally numbered as 
shown in Fig, I54A, the right and left blocks being numbered from the 
radiator to the rear. The possible firing orders of each block are the 
same as in a four-cylinder engine. It will be noticed that on account of 
the cylinder blocks being placed at an angle of 90°, when the pistons of 
cylinders IL and 4L are at the top of the stroke, pistons 2L and 3L are at 
the bottom of the stroke and all pistons of the right block are at the mid- 
dle of the stroke, two of them moving towards the top and the other two 
towards the bottom. This means that the power impulses will be 90° 
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apart, and that the firing will alternate from one side to the other. Al- 
though it is possible to have four firing orders for an eight-cylinder 
engine, two of these are practically never used. Both cylinder blocks usu- 
aUy fire in the 1, 3, 4, 2 order or the 1, 2, 4, 3 order. If in the 1, 3, 4, 2 



Fio. 153. — ^Cadillac crankahafti piaton. and connecting rod afaembly. 

order, the firing order for the engine is XL, 2R, 3L, IR, 4L, 3R, 2L, 4R as 
shown in Fig. 154j4. If the 1, 2, 4, 3 order is used, the engine fires XL, 
3R, 2L, IR, 4L, 2R, 3L, 4R as in Fig. 154A. 
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The system of numbering the cylinders is not always as shown in Fig. 
154-4. The cylinders may be numbered in the order of firing as on the 
Cadillac, Fig. 154S, or as on the Cole car, Fig. 154C, where the cylinders 
are numbered 1, 2, 3, 4, on the right side, beginning at the radiator, and 
5, 6, 7, 8 on the left side, also beginning at the radiator. The order of 
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firing on the Cadillac corresponds to the order previously given, IL, 2R, 
3L, IR, 4L, 3R, 2L, 4R. The firing order on the Cole is 1, 8, 3, 6, 4, 5, 2, 7, 
as in Fig. 154C, which is the same order as on the Cadillac. The number- 
ing and order of firing on the Oldsmobile and King Eight are the same 
as on the Cole car, Fig. 154C 

84. Determining the Firing Order of an Eight-cylinder Engine. — If 
it becomes necessary to determine the firing order of an eight-cylinder 
engine it can be easily done by assuming that the cylinders are numbered 
as indicated in Fig. 154Z). The firing order for the right block is deter- 
mined by cranking the engine so that cylinder No. 1 is on compression. 
By further cranking, it can be determined whether cylinder No. 2 or 
cylinder No. 3 is next on compression. If No. 1 is followed by No. 2, the 
firing order for the block will be 1, 2, 4, 3; if No. 1 is followed by No. 3, 
the order will be 1, 3, 4, 2. The firing order for the engine can then be 
determined by starting with right cylinder No. 1, following this with left 
cylinder No. 1, and then by R2, L2, R4, L4, R3, L3 if the firing order of 
the block is 1, 2, 4, 3. If the firing order of the block is 1, 3, 4, 2, then 
the order for the engine will be Rl, LI, R3, L3, R4, L4, R2, L2. 

If the distributor and the ignition system have been installed, the 
easiest way to determine the firing order of any engine is to note the 
direction of rotation of the distributor arm. The cable from the spark 
plug in cylinder No. 1 on the right block, or the front cylinder if the en- 
gine has but one block, is followed to the distributor and the distributor 
terminal to which it is attached noted. By noting to which cylinders the 
successive cables lead, when going around the distributor in the direction of 
rotation of the distributor arm, the firing order can readily be determined. 
This method is the better when the ignition system is already installed; 
if this is not the case, the first method must be used. 

86. The Delco Ignition System for the Oldsmobile Eight. — A typical 
eight-cyUnder ignition system is the Delco ignition equipment as in- 
stalled on the Model 45A Oldsmobile Eight. The ignition unit, con- 
sisting of the interrupter and an eight-point distributor, is mounted 
vertically on the commutator end of the electrical generator. Fig. 155. 
The generator in turn is mounted between the cylinder blocks at the 
front end of the engine as shown in Fig. 156. The ignition unit, although 
mounted on the generator which is driven by the fan belt, is not driven 
from the generator shaft but has an independent drive consisting of a 
vertical shaft with a spiral gear which meshes with a gear on the camshaft. 

In the lower part of the ignition unit case is located the automatic spark 
advance mechanism of the conventional centrifugal weight governor 
type. Immediately above is the breaker and at the top the distributor 
covered by its hard rubber cap. The condenser is located within the 
breaker housing in close association with the breaker points. The cam 
operating the breaker has eight lobes so as to give eight sparks per revolu- 
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tion of the cam, the ignition unit being driven at one-half crankshaft 
speed. 

The coil used is of the regular Delco tubular three-terminal form with 
the resistance unit carried at one of the primary terminals. The coil is 
mounted on a bracket secured to the engine side of the dash. The wiring 



Pia. 155. — Delco geoBrator and ignition unit tor Oldsmobile Eight, 

diagram of the electrical equipment on the Oldsmobile Model 45A is 
shown in Fig. 157. The different parts of the electrical equipment 
are shown here in their relative positions, and, consequently, the parts 
described can be readily located. 



Fio. 15S. — Delco ignition installation on Oldsmobile eigh (--cylinder engine, model 45A. 

86. The Delco Ignition System for the Cadillac Eight.— This ignition 

system embodies the fo'llowing elements: A source of current, the gen- 
erator, or at low engine speeds, the storage battery; an ignition timer or 
irderrupler, which interrupts the low-tension current at the proper instant 
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to produce a spark in the high-tension circuit; an induction coil, transform- 
ing the primary current of six volts into one of sufficient vdtage to jump 
the gaps in the spark plugs; a condenser, which assists the inductance 
coil to raise the voltage, and which protects the contact points of the 
breaker from burning; and a high-tension distributor, which directs the 
distribution of the high-tension current to the spark plugs in the respec- 
tive cylinders. These various parts are shown in Fig. 158. The combina- 
tion switch, which controls the lighting as well as the ignition circuit, 
is shown in the upper left-hand portion of the figure. The ignition cir- 
cuit is controlled by means of the right-hand lever on this switch. The 
switch is mounted on the instrument board. The coil is shown in the 
upper right-hand corner and below it is the resistance unit followed by 
the interrupter and condenser connected in parallel between the resist- 




Fia. 158. — GlementB of Cadillac Eight ignition system. 

anee unit and the ground. The distributor, with its leads to the eight 
spark plugs, is shown to the left of the condenser. The wiring diagram 
of the system is shown in Fig. 159. 

The interrupter, the distributor, the condenser, and the automatic 
spark advance mechanism are all located in a compact unit mounted on 
the fanshaft housing and are driven by the fanshaft through spiral gears. 
Figure 160 is a view of the Cadillac engine and shows the ignition unit 
mounted between the blocks on the fanshaft housing. One feature of 
this installation is the fact that the ignition unit is completely enclosed by 
a metal container, and has metal conduits leading from the unit to each 
cylinder block to carry the high-tension spark plug wires. The cover 
protects the unit from dust, and the conduits protect the wires from acci- 
dental injury. 
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Fio. 159. — Wiring diagram, Cadillac Eight ignition b; 



Fto, ISO. — Cadillac eiglit-cylinder engine showing ignition system. 
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Figure 161 is a sectional view of the ignition unit showing the dis- 
tributor at the top, the timer or interrupter below, and the automatic 
spark advance mechanism in the bottom. The condenser is mounted on 
the right-hand side of the unit in a waterproof casing. The spark timing 
is controlled automatically by the automatic spark advance mechanism 
which advances or retards the position of the timer cam relative to the 
driving shaft, as the engine speed increases or decreases. A spark lever 
at the steering wheel is provided, however, by which the timing may be 
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Fig, 161.— Sectional view of Cadillac Eight ignitioa UDit, 

further advanced or retarded. This spark lever is connected to the man- 
ual control lever at the left of the distributor housing. 

The timer or interrupter used on this system is shown in Fig. 162. 
The striking feature of this timer is that it employs two sets of contact 
points. The eight-lobed cam on the timer shaft operates two contact 
arms. These contact arms and the contact points are connected into the 
circuit in parallel, as shown in the wiring diagram Fig. 159, and each set 
of contact points handles but one-half of the primary current, thus reduc- 
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ing the wear and also the pitting and burning of the points. To ac- 
compliah this, however, it is absolutely necessary that both sets of 
contact points be adjusted to open at exactly the same instant and exactly 
the same amount. The proper distance between points, when opened, 
is .020 in. This adjustment should be watched carefully and kept cor- 
rect because if one set of contact points wears slightly more than the 
other set, the one set will open first, leaving the second set still closed. 
The primary current will then be flowing through the second set. When 
these second contacts open, the arcing and pitting will be as bad as if 
the first set of contact points were not present. This latter condition 
would, of course, defeat the object of installing the two sets of breaker 
points. 

87. Firing Order of Twelve-cylinder Engines. — The twelve-cylinder 
engine has two blocks of six cylinders each. The blocks are arranged 
in a V with an included angle of 60° as shown in Fig. 163. One block of 



Fia. 162. — Delco breaker mechaDJam used od Cadillac Eight, model 57. 

cylinders is usually set ahead of the other by about 1)4 in- to permit the 
lower end of the connecting rods of opposing cylinders to be placed side 
by side on the same crank pin. The crankshaft is of the conventional 
six-cylinder type, with three main bearings, similar to one or the other of 
the forms shown in Fig. 151. 

The several methods of numbering the cylinders on a twelve-cylinder 
engine are shown in Fig. 164. The firing order in each block is similar 
to that in a six-cylinder engine and is usually 1, 5, 3, 6, 2, 4, or 1, 4, 2, 6, 
3, 5, with the cylinders numbered as in Fig. 164A, the impulses alternating 
from one side to the other. 

On the Packard engine, numbered, as in Fig. 164A, the firing order is 
IR, 6L, 4E,, 3L, 2R, 5L, 6R, IL, 3R, 4L, 5R, 2L, corresponding to a firing 
order for each block of 1, 4, 2, 6, 3, 5. On the Pathfinder, numbered as 
in Fig. 164C, the firing order is IR, IL, 4R, 4L, 2R, 2L, 6R, CL, 3R, 3L, 5R, 
5L. This order is the same as used on the Packard, and can be deter- 
mined by a careful study of the firing orders given above and the methods 
of numbering the cylinders. The order of firing for the National twelve. 
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with the cylinders numbered as in Fig. 164B, is 1, 12, 9, 4, 5, 8, 11, 2, 3, 
10, 7, 6. This corresponds to an order of 1, 5, 3, 6, 2, 4 for each block 
numbered as in Fig. 164fl. 



Fia. 163. — National twelven^ylinder engine. 



RADIATOR 




RADIATOR 




AADIATOf 


,EFT RI6K1 




IFT 


RICH 


,IFT RMH' 


® © 


® 


© 


© © 


® ® 




® 


® 




® © 


® @ 




® 


® 




® ® 


® ® 




® 


® 




® ® 


® ® 




® 


® 




® ® 


® ® 




® 


® 




© ® 



Fio. 164.- — Numbering of oylindars on twelve-cylinder enginoa. 

Perhaps the best way to determine the firing order of any twelve- 
cylinder engine ia to number the cylinders of the right block starting at 
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the radiator end and the cylinders of the left block starting at the other 
end of the engine as shown in Fig. 164C Considering only the right 
block, the engine should be cranked by hand with the priming cocks open 
or the spark plugs removed until cylinder No. 1 on the right block is on 
compression. By further cranking, it can be determined whether 
cylinder No. 5 or cylinder No. 4 of the right block is next on compression. 
If No. 5 is next, the firing order for the right block is 1, 5, 3, 6, 2, 4. If 
No. 4 is next, the firing order for the right block is 1, 4, 2, 6, 3, 5 as 
explained in Section 82 of this chapter. Knowing the firing order of 
the right block, the firing order of the engine is found by following 
each cylinder on the right block by the cylinder of the same number on 
the left block. For instance, if the firing order of the right block is 1, 5, 



Fia. 165.— Wiring diagram. Packard Twin Six ignition system. 

3, 6, 2, 4, the firing order of the engine is IE,, IL, 5R, 5L, 3R, 3L, 6R, 6L, 
2R, 2L, 4R, 4L, with the cylinders numbered as in Fig. 164C. Knowing 
the firing order with the cylinders numbered as in Fig. 164C, the firing 
order with the cylinders numbered as in Fig. 164A or in Fig. 164£ is easily 
found. 

88. TheDelcoIgnitionSystemforthePackaidTwia Six.— As the num- 
ber of cylinders is increased on an engine, the load or duty imposed on the 
ignition system becomes proportionately greater. The ignition systems 
for the four- and six-cylinder engines are relatively simple, but the eight- 
and twelve-cylinder engines require special means for producing the 
large number of sparks required, and at the same time keep the wear on 
contact points and other parts down to a reasonable limit. This was 
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FiQ. 166.— Ignition unit, Packard Twin Six. 
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accomplished on the Cadillac Eight by providing two seta of breaker 
points that operate in parallel. On the Packard "Twin Six," with its 
high speed twelve-cylinder engine, the same result is accomplished by using 
a coil, an interrupter, and a distributor for each block of six cylinders. 
This gives practically a separate ignition system for each block. 

The primary current from the battery divides into two parallel paths 
at the ignition switch, giving each block an individual primary circuit 
incorporating a coil, a breaker, and a condenser. This arrangement 



Fro. 167. — Front viow of Packatd Twin 8k angina Hhowing ignition unit drive. 

requires two distributors, each controlling the distribution of the high- 
tension secondary current to the six cylinders in its respective block. 
The wiring diagram is shown in Fig. 165. 

The distributors, the breakers, and the condensers are all mounted 
in the vertical ignition unit shown in Fig. 166. The upper view is the 
breaker box containing its two contact arms, one for each primary circuit. 
These arms are operated by a three-lobed cam that revolves at crankshaft 
speed thus giving three sparks in each block per revolution of the crank- 
shaft, or six sparks and six explosions per revolution of the crankshaft for 
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the entire engine. The two breaker arms are so placed that the points in 
the two primary circuits open in the proper sequence to give the correct 
firing order. 

Below the breaker box are the two distributors, one on either side, 
driven by spiral gears from and at one-half the speed of the vertical shaft 
which carries the breaker cam. 

Two condensers, one for each pair of primary contact points, are 
mounted on the ignition unit housing. These condensers serve as cover 
plates for openings in the housing through which the automatic spark 
advance mechanism in the lower part of the case may be examined. 
The ignition unit is mounted between the blocks at the front of the engine 
and is driven by spiral gears from the camshaft as shown in Fig. 167. 



Fia. 168.— Pierce- Arrow ignition unit showing condenser mountiog and driving mechaaism. 

89. Delco Ignition for Pierce-Arrow Dual Valve Six. — The Fierce- 
Arrow Dual Valve Six engine is distinctive in that it has two inlet and 
two exhaust valves and two spark plugs for each cylinder. The engine 
is provided with a dual battery ignition system. This means that the 
ignition system is equipped with two independent sets of spark plugs, 
condensers, breaker points, transforming coils, etc. The ignition switch 
is so constructed that either or both sets of ignition may be operated 
at will. The double system is recommended because under such con- 
ditions two spark plugs are being fired synchronously in each cylinder. 
This means a considerable increase in power and more miles per gallon 
of fuel because of the better combustion when the charge of gas is 
ignited from two points. The single system can be used when it is 
desired to test out the ignition system, or under special conditions 
where the storage battery might be badly discharged. 
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The double distributor, Fig, 168, is equipped with an automatic 
^ark advance which is located on the lower part of the vertical shaft 
which carries the interrupter cam H, Fig. 169. To this shaft is at- 
tached a centrifugal type of governor, which is so designed that as the 
engine speed increases, the governor weights are thrown outward by 
centrifugal force. The movement of the governor weights revolves 
the top of the interrupter shaft through a slight angle in the proper 
direction to advance the spark. 

The battery breaker points KL and EP, Fig. 169, should be set to 
open approximately .015 in. A special wrench is furnished by the makers 



Fio. 160. — Pierce-Anon ignition unit showing distributor and interrupter mechanism. 

for this purpose and is equipped with two gages, one for the approxi- 
mate setting of the spark plug gaps and the other for the approximate 
opening of the breaker points. These breaker points are of tungsten 
and normally need but little attention; in instances where it is neces- 
sary to adjust the points, as wearing takes placej it is not necessary 
to take special pains to true the points up so that they will make con- 
tact over their entire surfaces, as they have a tendency to true them- 
selves up in service. 

Before putting a car into service it is advisable to put a little vase- 
line around the track in the distributor heads S and 0, Fig. 169, on 
which the contact button Q travels- After this is done, any excess 
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vaseline should be wiped from the track with a dry cloth. In other 
words, it is not desirable to permit this lubricant to remain in quanti- 
ties upon the surface of the insulator. 

The fiber cams F and J, Fig. 169, on the breaker anna will wear 
slightly in the first few hundred miles of use. After the car has been 
run about one thousand miles, the setting of the breaker points should 
be checked. The breaker points should operate in exact synchronism; 
that is, they should open at the 
same instant, or the advantage of 
having two sets of spark plugs in 
each cylinder will be lost. If it is 
desired to make them open at a 
point more closely approaching ex- 
act synchronism, it can be done by 
loosening the three screws Zi, Fig. 
169, on the sub-base to which these 
breaker mechanisms are attached. 
After the screws are loosened, the 
sub-base may be moved about with- 
in limits until the desired equaliza- 
tion is obtained. The screws 
should then be tightened. The 
firing order of the engine, 1, 5, 3, 6, 
2, 4, is imprinted on the Bakelite 
distributor heads S and 0, Fig. 
169, with the proper cylinder 
number opposite each terminal. 

For timing this double ignition 
system with the engine, the fly- 
wheel should first be placed so that 
the indicator is over the " ignition " 
mark on the flywheel as shown in 
Fig. 170. Care should be taken to 
see that the engine is on the com- 
pression stroke of No. 1 cylinder 
when this is done. The distribut- 
ing arms in the Delco unit. Fig. 
168, should then be set in a posi- 
tion to be firing No. 1 cylinder as marked on the head of the dis- 
tributors. Both sets of breaker points should just be beginning to open 
with the spark lever fully retarded. In this position, the distributor unit 
should be coupled to the driving flange. 

The two coils used with this double system are mounted on the 
engine side of the dash as shown in Fig. 171. Each coil carries a're- 
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sistance unit to protect the coils, should the ignition switch be ac- 
cidentally left "ON" with the engine not running. The wiring diagram 



Fio. 171.— Dash of Pieroe-Arrow showing location of ignition coila. 

for the double ignition system of the Pierce-Arrow Dual Valve Six 
is shown in Fig. 172. 




^INTERRUPTERS- 
Fia. 172. — Wiring diagram. Pierco-Airow Dual Valve Six ignition Bystem. 

90. Ignition Requirements of Liberty Twelve Aircraft Engines. — 

The service expected of aircraft engines is so severe and exact that 
nothing is overlooked that will better the performance of these engines. 
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The life of the aviator and the guccesa of his flying depend on the con- 
sistent performance of all parts entering into the construction of the 
power plant. The ignition systems used on airplane engines have been 
developed to keep pace with the improvements made in other parts. 
The result of these improvements is an ignition system that can be 
depended upon to deUver a spark to the cylinder under practically 
any condition met in the most strenuous military service. Two com- 
plete and independent ignition systems are provided, either of which 
will fire all twelve of the engine cylinders. This duplication of igni- 
tion system precludes the possibility of the engine becoming stalled, 
due to the failure 'of the ignition 
system. The two systems may be 
used at the same timg giving two 
sparks in each cylinder^ an advan- 
tage in high speed flying. 

The engine is cranked- or started 
by pulling over on compression by 
means of the propeller. The com- 
pression is tested by rocking the 
engine back and forth several times 
by the propeller. It is very neces- 
sary that the engine should not kick 
back at these times or severe injury 
to the mechanics may result. The in- 
terrupter used on the aircraft engines 
was developed with this in mind 
making a back kick impossible. The 
method of accomplishing these re- 
sults, as explained by the Equipment 
Division of the U. 8. A, Signal Corps, 
is given in the following paragraphs. 
91. The Deico Ignition System 
for Liberty Twelve Aircraft Engines. 
The ignition system used on the "Liberty Twelve" aero engines is known 
as the generator-battery type. This system comprises two independent 
breaker and distributor mechanisms or heads, identical in every respect 
and each firing all twelve cylinders. These distributors are supplied 
with electrical energy from two sources. For starting and for idling 
speeds up to 650 r.p.m. current is drawn from a specially constructed 
four-cell storage battery. This battery, Fig. 173, is very light and carries 
very little liquid or electrolyte (barely enough to fill a hydrometer syringe, 
besides what is absorbed by the plates and separators). Nevertheless, it 
has sufficient capacity to ignite the engine at full speed for three hours. 
It is BO constructed that, even though it be turned upside down, it will 
still continue to function properly. 
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Generator. — In addition to the battery, a positively driven generator 
is provided, so geared that it runs at one and one-half times crankshaft 
speed. As stated above, electrical energy for starting and idling speeds 
is supplied by the battery. As the engine speed is increased, the 
generator "builds iip" and its output grows greater until, at about 650 
r.p.m.,' the generator voltage equals that of the battery. The maximum 
generator output exceeds the requirements for ignition so that, at a 
speed above 650 r.p.m., the direction of flow of current is reversed and 
the excess output of the generator goes to recharge the battery. The 
rate at which the battery will be recharged will depend upon the condi- 
tion of the battery. With an almost discharged battery, the rate will 
be about 10 amperes, but will diminish as the battery voltage rises until 
the battery is completely charged, when the charging rate v ill be just 
sufiicient to maintain the battery in a properly charged, condition. 

Regulation, — The generator is controlled by a voltage regulator which 
prevents the output exceeding a predetermined figure. In view of this 
fact, the generator will supply current for ignition indefinitely, without 
the battery, as long as the engine speed is not allowed to drop below 500 
r.p.m. It is not possible to crank the engine fast enough to start it on 
the generator, however. 

Switch. — A duplex ignition switch is provided which will permit either 
one or both distributors to be turned ''ON.'' This switch is so con- 
structed that either ignition set can be used alone without connecting 
in the. generator. In starting, only one side should be used since with 
both switches "ON" the generator is connected to the battery. Under 
this condition, the discharge from the battery through the generator 
before the engine is started would be an excessive drain on the battery. 
It is essential, however, that both switches be "ON'' at all flying speeds. 
The ignition switch has an ammeter incorporated in it, and this ammeter 
indicates the amount of current flowing to or from the storage battery. 
If the ammeter shows a discharge at any speed above 650 or 700 r.p.m., 
with both switches "ON," it is an indication that something is wrong 
with the generator circuit and that all electrical energy is being supplied 
from the battery. If the ammeter stands at zero, under the same condi- 
tions, it indicates that the storage battery is not receiving a charge, but 
that the ignition is being carried by the generator. 

Distributors. — The interrupter, the condenser, the distributor, and 
the coil are all contained in one compact unit. Two of these units are 
provided, one being mounted near the top of each row of cylinders 
as is shown in Fig. 174. These units are driven direct from the 
camshafts, which are mounted above the two rows of cylinders. The 
interior construction of the interrupter is shown in Fig. 175. The circuit 
breaker mechanism for each of the distributor heads is identical with 
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Fio. 174. — Liberty Twelve aircraft engine showing location of ignition 
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that used in high-grade magneto or battery ignition systems, with two 
exceptions, as follows: Two main circuit breakers, connected in parallel, 
are provided instead of one. The two breakers are timed to operate 
simultaneously and are provided in duplicate as a precautionary measure. 
An auxiliary circuit breaker, the function of which is to prevent the pro- 
duction of a spark when the engine is turned backward or "rocked," is 
also provided. This auxiliary breaker is connected in parallel with the 
other two through a resistance unit which reduces the amount of current 
flowing through it. The breaker is so timed that it opens slightly before 



Fia, 175. — Interrupters, Liberty Twelve aircraft engine ignition system. 

the other two when the engine is turned in a forward direction. The 
opening of the main breakers then results in the production of a spark. 
When the engine is turned in a backward direction, the two main breakers 
open first and no spark is produced, due to the fact that the current con- 
tinues to flow through the coil through the auxiliary breaker, but in 
diminished quantity, due to the resistance unit. By the time the circuit 
is opened, at the auxiliary breaker, the intensity of the magnetic field of 
the coil has weakened to such an extent that no spark is produced. This 
action prevents an explosion in the cylinder, when the engine is being 
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cranked backwards, or when it rocks back after being pulled over on 
compression. An unexpected explosion in the engine might result in 
severe injury to the men handling the propeller when starting the 
«ngine. 

The advantages this system presents over the magneto system are: 
1. Easy starting — a spark of greater intensity is produced at cranking 
speed than at flying speed. 




diatributor, ahowing location 



2. Reliability — two distinct distributor mechanisms, each igniting all 
twelve cylinders through separate spark plugs, each distributor head 
being fitted with two sets of breaker arms and contact points. Two 
distinct sources of electrical energy — the battery and the generator. 

3. Safety — theauxiliarybreakerspreventthepossibilityof abackkick. 
The transformer or induction coil is incorporated in the Bakelite 

insulation cover of each distributor head as shown in Fig. 176. This 
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location of the coil is ideal as it is completely covered and protected from 
damage and is also close to the distributor and interrupter so that very 
little wiring is needed to connect the coil into the circuits. The wiring 
incorporated in and is well protected by the hard insulation. The wiring 
diagram of the complete electrical equipment is shown in Fig. 177. No 
automatic spark advance mechanism is used, the time of the spark being 
controlled by the aviator by means of a small hand lever conveniently 
located on the control. A second lever controls the throttle. It has 
been found that the automatic spark advance is not adaptable to aircraft 
engines, the highly trained aviator being able to carry the spark at the 
proper point for best engine performance at all speeds. The lack of an 
automatic spark advance mechanism eliminates many of the complicated 
parts of the automobile ignition system and tends to promote reliability 
and to better the performance of the craft upon which this system is used. 
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Fig. 177. — Circuit diagram of Liberty Twelve aircraft engine ignition system. 

92. Ignition Timing on Eight- or Twelve-cylinder Engines. — The 

timing of the ignition system on an eight- or twelve-cylinder engine is 
very little different from the timing of a four- or six-cylinder ignition 
system. The same method is employed in each case. The firing order 
of the engine should be determined by the method described in this 
chapter. The next step is to set cylinder No. 1 on the firing position, 
which is generally 6° (on the flywheel) past upper dead center on the 
working or expansion stroke. Then with the spark level fully retarded, 
the screw holding the breaker cam should be loosened and the breaker 
cam turned until the breaker points are just opening and the distributor 
arm is on the distributor segment having the high-tension cable leading 
to the spark plug in cylinder No. 1. The breaker cam should be tightened 
in this position, and the remaining high-tension cables connected to 
the plugs in the cylinders according to the firing order previously 
determined, going around the distributor in the direction of rotation of 
the distributor arm. 
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CHAPTER VI 

THE LOW-TENSION MAGNETO 

93. Magneto Classification. — The magneto, which is used very 
extensively for ignition purposes on automobiles, trucks, and tractors, 
consists essentially of two parts, the magnets which supply the magnetic 
field, and the armature which carries the winding and which usually 
must revolve in this magnetic field in order to generate a current. The 
magneto is built in two general types according to the methods employed 
for generating the current, namely, the armature wound or H type and 
the inductor type. In the armature wound type, the current is generated 



FiQ. 178, — Bar and horseshoe magnets. 

in a winding revolving in and cutting the magnetic field. In the inductor 
type, the winding in which the current is generated is stationary. The 
current is generated by the reversal of the magnetism through the coil 
and the cutting of the winding by lines of force. The magneto may also 
be classified either as high- or low-tension, according to the voltage of the 
current which it generates. Both the high- and low-tension magnetos 
may be constructed on either the armature wound or the inductor" 
principle. 

94. Magneto Magnets. — It is a well-known fact that either in a bar 
magneto or in a magnet bent in the shape of a horseshoe, as in Fig. 178, 
the magnetic strength is concentrated near the ends, as indicated by the 
bunches of iron filings at the ends of these magnets. One end of the mag- 
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net ia called the North or N-pole, and the other the South or S-pole. The 
difference between the two poles can be seen by taking two horseshoe 
magnets and placing their like poles and again their unlike poles together. 
It will be found that the like poles repel each other and the unlike poles 
attract each other. This is one of the fundamental laws of magnetism. 
96. Lines of Force. — If a horseshoe magnet be placed on its aide, as 
shown in Fig. 179.d , a piece of paper put over it, and iron filings sprinkled 
over the paper it will be found that the filings arrange themselves in well 
defined lines. This arrangement indicates that there is a magnetic force 
acting between the two poles of the magnet. The influence which two 
horseshoe magnets (such as used on magnetos) have on each other, when 
laid side by side, is clearly shown in Fig, 179 B and C. In Fig. 179B 
two magnets are arranged in a vertical position to show the magnetic 
flux between the pole ends when properly assembled ; while in, Fig. 179C, 
the magnets are incorrectly assembled, the North end of one magnet 



Fia. 179. — 'Magnetic field shown by iron filings. 

lying next to the South end of the other, thereby greatly reducing the 
number of lines of force that would be cut by an armature rotating be- 
tween the poles. In placing the magnets on a miagneto, great care must 
be taken to get all the North poles together and all the South poles to- 
gether. An easy way to make sure of this, before putting the magnets 
on the magneto, is to lay the magnets together so that the poles will 
repel each other. 

96. Types of Magnets. — In some types of magnetos, compound 
permanent magnets are used. A compound magnet is one built up of 
several simple magnets arranged with like poles together as shown in Pig. 
180C Experience has proved that a compound magnet is much stronger 
than a simple magnet of the same size, and is, therefore, more desirable. 
The number of magnets required to produce the desired magnetic field 
strength depends to a great extent on both the kind and the quality of 
the steel used in the magnets. At the present time, chrome or tungsten 
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steel is most generally used, so that two magnets, arranged as shown in 
Fig, 180B, are usually found sufficient. It is generally recognized that 
the magnetic pull of each magnet should be able to sustain a weight of at 
least 15 lb. in order to give satisfactory a 



Double magnet 



97. Mechanical Generatioii of Current. — It has been found that if a 
wire be moved across the magnetic field between the poles of a magnet 
so as to cut the lines of force, there will be an electric current generated 
in the wire. If the wire should then 
be moved across the lines of force in 
the opposite direction, the current 
would again flow in the wire but in 
the opposite direction. The exact 
reason for this is unknown, but it is' 
a well-known fact that cutting mag- 
netic lines of force by moving a wire 
across them will generate current in 
the wire. The process of generating 
a cmrent in this manner is known as 
induction, and the current thus pro- 
duced is termed an induced current. 

The fact that current can be gener- 
ated through induction is made use 
of in the magneto, an elementary type 
of which is shown in Fig. 181. The 
wire is formed in the shape of a rec- 
tangle and arranged to rotate between 

the pole pieces of the magnet. If the ends of the wire are con- 
nected by a measuring instrument, a current of electricity will be found 
to flow out of one end of the wire and into the other end as the wire is 
revolved. In the position shown, with the loop rotating in a clockwise 
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direction, the current will flow out at B and in at A. If the loop of wire 
is turned through a complete revolution, it will be found that the current 
generated will alternate in direction, making one complete reversal in one 
revolution of the wire. This is due to the wire cutting the magnetic 
lines of force first in one direction, and then in the other. When the wu-e 
is cutting the lines of force at right angles, the voltage is the maximum, 
and it is at this period of rotation that the current is best for ignition 
purposes. This condition occurs twice during a complete revolution 
of the loop of wire. A-B represents the position of maximum in- 
duced voltage, and A'-B' the point of no induced voltage since at this 
point the wire is travelling parallel to the lines of force and is, therefore, 
not cutting them. After passing the vertical position, the side of the 
loop A will cut the magnetic lines of force in the opposite direction, 
causing the induced current in the wire to reverse, flowing out at A 
instead of at B. 



Fio. 1S2. — Change of magnetic Geld through H-type armature. 

In the actual magneto, instead of having only one turn of wire, a great 
many turns of wu-e are wound in the shape of a coil around a piece of 
laminated iron, called the arrhature core. This coil is caused to rotate 
between the magnetic poles, thus generating a current. Figure 182 
illustrates the change and cutting of the magnetic lines of force during 
one complete revoluticn of the armature. By using the laminated iron 
armature core, the strength of the magnetism between the poles of the 
magnet is increased, thus increasing the number of lines of force that are 
cut by the coils of wire. 

98. Low-and. Hi(^-teusioii Magnetos. — A low-tension magneto is one 
which delivers current of a low voltage- This current must be converted 
to the necessary high voltage for ignition by an external induction or trans- 
former coil. The armature contains only a primary winding, while the 
transformer coil has the usual primary and secondary windings. 

A high-tension magneto delivers current from the armature at suffi- 
ciently high voltage for ignition, without the use of an external trans- 
former coil. The high-tension current is generated in a high-tension 
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winding on the armature of the magneto. The armature assembly also 
contains the primary winding and the condenser. The true high-tension 
magneto must not be confused with the so-called high-tension magneto 
in which the armature current is transformed by a coil placed in the top 
of the magneto, instead of outside as is done in the low-tension type. 
The coil is contained in the magneto assembly merely for convenience, 
but this does not make it a high-tension magneto in the correct sense of 
the term. 

99. Armature and Inductor Type Magnetos. — An armature or shuttle 
wound type magneto is one in which the lines of force are cut by means 
of a coil of wire wound on an armature or shuttle rotating between the 
magnetic pole pieces as just described. It may be of either the high- or 
low-tension type. 

In an inductor type magneto, the coil of wire is stationary. The 
cutting of the lines of force by the stationary coil is caused by a revolving 
inductor. Since the coil in which the current is generated is stationary, 
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Fig. 183. — Typical curve of current from shuttle armature. 

this avoids the necessity of having sliding contacts and brushes in order 
to connect the coil with the external circuit. The inductor type magneto 
may also be either low- or high-tension. The constructional features of 
these two general types will be pointed out in considering the several 
types of modern magnetos. 

100. Current Wave from a Shuttle Wound Armature. — Figure 183 
shows a typical curve of the current generated in the winding of a shuttle 
wound armature as it turns through one revolution. In Fig. 184 are 
shown the positions of the armature corresponding to the points, -4, By 
C, Dy and E of Fig. 183. In position A the flux is passing through the 
armature in one direction while in position E, after turning 180°, the 
flux is in the other direction, because the armature has turned around. 
During the remainder of the revolution, from position E around to posi- 
tion A J the current generated will be opposite in direction to that gen- 
erated during the first half of the revolution. The current generated 
during the first half of the revolution is shown in Fig. 183 by the height 
of the curve above the base line, while that generated during the second 
half is shown below the line. 
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The exact positions of the armature at which the strongest electrical 
impulses can be obtained, and also the shape of the current wave, depend 
upon the forms of the pole pieces and the armature core, as well as upon 
the speed of rotation and the strength of the m^nets. Any change in 
one of these factors will produce a change in the electrical pressure at the 
terminals' of the armature winding. 

. Most magnetos that are run at variable speeds are constructed so 
that a strong current can be produced throughout a considerable range 
of position of the armature. This is done to allow for the advance and 
retard of ignition relative to the position of the pistons, as well as to 
allow for the lag of the current in the armature with regard to the position 
of the armature at the instant of maximum impulse or voltage. This 
current lag for the speeds in usual practice is small, so that in general the 
positions of the armature for the maximum current are as indicated in 
Fig. 183 and >ig. 184. 

101. Magneto Speeds. — It is evident from the current wave diagram 
of Fig, 183 that, whatever the system of ignition with which a low-tension 
mE^neto is used, the best spark will be produced only during the angle of 
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rotation in which the current generated is at or near its maximum. When 
the armature is in position C, Fig. 184, the currentisatitsmaximumand 
the spark is strongest. As the armature rotates from position C to 
D the curve, Fig. 183, is near its maximum height; hence, during this 
period the current produced is most favorable for ignition purposes. 
Position C would correspond to extreme advance and D to extreme retard 
for this magneto, giving a spark range of about 40° of armature rotation. 
It is evident from the shape of the curve that a position of advance beyond 
C or of retard beyond D would give a spark too weak for ignition purposes 
or no spark at all. This shows the necessity of having an alternating 
current magneto gear-driven from the engine shaft, so that the armature 
will always be in the proper position with relation to the engine pistons. 
The curve of Fig. 183 also shows that there are two points in a revolution 
of this type of armature during which a spark can be obtained, namely, 
between C and D as just mentioned and at a similar position 180° later, 
when the current is in the other direction. Consequently, the magneto 
with an H type or shuttle wound armature, "ordinarily used for automobile 
ignition, gives two sparks per revolution of its armature. Because of this, 
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the armature speed of a magneto must have a definite relation to the 
number of cylinders of the engine. In a four-cylinder four-stroke engine 
the armature must revolve at crankshaft speed in order to produce four 
sparks during two revolutions of the engine crankshaft. On a six-cylinder 
four-stroke engine the armature must make three revolutions during two 
revolutions of the crankshaft, or it must turn at one and one-half times 
crankshaft speed. 

102. Low-tension Magneto Ignition System with Interrupted Primary 
Current. — In this type of ignition system, the current is supplied at low 
voltage by a low-tension magneto and is stepped up to a high voltage by 
an induction coil similar to the non-vibrating coil used with a battery 
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Fig. 186. — ^Low- tension magneto ignition system with interrupted primary current. 

ignition system. The mechanical interrupter for the primary or low- 
tension current, and the distributor for the high-tension current, are 
provided on the magneto. Figure 185 shows this system in its simplest 
form. A magneto with a shuttle wound armature is shown, although a 
magnet of the inductor type could be used as well. One end of the arma- 
ture winding is grounded to the metal of the armature as is usual in 
magnetic construction. The ciu-rent is collected from the other end of 
the winding by a collector ring and brush which are not shown. The 
interrupter is shown separate, but it is always mounted on the magneto 
shaft so that the time of opening the circuit is in proper time with the 
period of greatest current flow in the armature winding. Assuming the 
interrupter contacts to be closed, the low-tension current generated in 
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the armature winding flows through the switch and the primary winding 
of the coil and through the interrupter to the ground (on the armature 
shaft) and back into the armature winding. During the next half 
revolution of the armature, the current in the circuit is in the reverse 
direction. At the desired time for the spark, which must be during the 
period of maximum current flow, the primary circuit is broken at the 
interrupter. This is caused by the high point of the cam raising the 
interrupter lever from its contact with the fixed contact point. A 
condenser placed in parallel with the interrupter absorbs the induced 
current in the primary winding, caused by this sudden interruption of 
the current flow, and assists in rapidly breaking down the magnetism of 
the coil core, in the same manner as in a battery ignition system. By 
this action, a high-tension current is induced in the fine secondary 
winding of the coil. The distributor, which is mounted on the magneto, 
receives this current at its central connection and directs it to the proper 
plug. 

The secondary winding of the coil, as shown, is entirely separate 
from the primary and has its own ground connection. This is not 
necessary as the two coils could be connected at their upper ends and 
the secondary ground be made through the armature to the grounded 
end of that winding. The connection to the distributor would then 
be made from the other end of the secondary winding. 

Instead of having the switch in series with the armature, and the 
circuit through the coil and the interi*upter, so that opening the switch 
breaks the circuit, the switch connection might be from the insulated 
side of the circuit to the ground. In this case, the circuit would be 
through the coil and the interrupter when the switch was open. When 
the switch was closed, the current would have a permanent and easy 
path to the ground and back into the armature, so that practically 
no current would flow through the coil and the interrupter. In this 
case, closing the switch would ground the primary current so that the 
coil would become inoperative and ignition would cease. 

The interrupter cam has two lobes corresponding to the two cur- 
rent waves produced per revolution in the shuttle type of armature 
and also in some magnetos of the indicator type. This arrangement 
is used when the number of cylinders is such that each current wave 
can be used for the production of a spark, and is common for four- and 
six-cylinder engines. 

103. Low-tension Magneto Ignition System with Interrupted Shunt 
Current. — The interrupter in this system is not in series with the cir- 
cuit through the primary winding of the coil, but is in a shunt or cross 
connection as shown in Fig. 186. This system is the one commonly 
used when a low-tension magneto is employed for ignition. The pri- 
mary current has two possible paths, either through the interrupter, 
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if that is closed, or through the primary winding of the coil. The 
current naturally takes the easy path through the interrupter, when 
that is closed, there being practically no current through the coil at 
this time. When the magneto armature reaches the desired position 
for the spark, which is at some point during the period of maximum 
current flow, the interrupter is opened. This sudden interruption of 
the current through the shunt circuit, combined with the action of the 
condenser, produces an induced current in the armature circuit, and 
this, having no other path, rushes instantly through the primary- 
winding of the coil. This sudden current through the primary winding 
induces a powerful momentary voltage in the secondary winding, and 
this voltage is used for the production of the spark at the plugs. 
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Fig. 186. — Low- tension magneto ignition system with interrupted shunt. 



\ 
f 



It will be noted that the spark from this type of magneto is pro- 
duced by the building up of the magnetic field of the coil instead of 
by the breaking down of the field as in the interrupted primary system 
previously described. For this reason, and also because of the resem- 
blance of its action to that of the ordinary transformer, the coil is some- 
times called a transformer coil. An induced voltage is created in the 
secondary of any coil when the magnetic field is built up as well as when 
it is broken down. In battery ignition systems, however, the action 
of building up is comparatively slow, and the induced current is, there- 
fore, not of sufficient voltage to be used. In the interrupted shunt 
type magneto, the coil winding of the armature, coupled with a con- 
denser of proper capacity, produces, on the break of the shunt circuit 
by the interrupter, an impulse of current of sufficient power to mag- 
netize the coil very rapidly and to give the desired induced voltage in 
the secondary winding. 
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After the armature has passed the position of maximum current, 
the iDterrupter is closed and the armature again has the easy shunt 
path through which to build up its current, when it again rotates into 
the position of maximum current. 

As shown in the diagram of Fig. 186, the coil has a common ground 
connection for the two windings, making three terminal connections 
for the coil. The switch and coil are usually mounted as a unit on the 
dash. The collector brush on the magneto is connected to the switch 
on the coil. There is also a connection from the switch in the coil 
back to the insulated contact point on the interrupter and another 
connection from the primary winding of the coil back to a grounded 
binding post on the magneto frame. The secondary terminal of the 
coil is connected to the central post on the distributor. This makes 
four connections when the switch is 
• on the coil, although there are really 
only three coil connections. When 
a battery is used for starting pur- 
poses, another connection is added to 
the switeh, and sometimes two if the 
one side of the battery is not grounded 
directly. 

The condenser may be placed in 
the coil box or it may be built in the 
magneto. The switch may be placed 
in series with the connection from the 
armature to the coil and interrupter, 
as shown, or it may be arranged to 

P,a. i87.-8piitdorf iaw-ui.«on ma«. K™"'^^ *■>« arma*"" <=«rrent per- 
neto, model T. manently so as to short cu*cuit the 

current from the coil and interrupter, 
thus rendering them inoperative. In this latter connection, closing the 
switeh cuts ofE the ignition current, while opening the switch permits the 
ignition to operate. A safety gap is also provided, either at the coil or 
at the magneto. 

104. Dual Ignition Systems. — The majority of the low tension mag- 
netos of the type just described are provided with an arrangement for 
using battery current for starting purposes when the magneto current 
is small, due to the low rotative speeds. The batteries can also be used 
for continuous running in cases of. emergency, although the life of the 
batteries in this case is usually short because of the long contact at the 
interrupter, which wastes the battery current. The connections at 
the switch are usually made so that when the battery is used, the inter- 
rupter is in series between the battery and the coil; then the spark is 
induced by the interruption of the battery current through the coil. 
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In some of the dual systems, the switch is provided with a push-button 
operating a vibrator or interrupter in the battery circuit, so that a 
spark can be produced without turning the engine. This enables the 
operator to start the engine on the spark if there is an explosive charge 
in the cylinder. 

106. SpUtdorf Low-tension Dual Ignition SyBt^n with Type T 
Magneto. — The SpUtdorf low-tension magneto ignition system is a 
typical dual ignition system of the interrupted shunt current type. 
Figure 187 shows the model T magneto and Pig. 188 the circuit wiring of 
this magneto with the typical box type induction coil which is mounted 
on the dash. The magneto is of the armature wound type having 

„__ _ TO 3PARH PLUOS 



Fia. 188. — ^Wirinu diaip'ain of SpUtdorf low-teasioQ dual ignition ByBtora. 

a single winding. The switch on the coil box has three positions, "Oft," 
"Battery," and "Magneto." Figure 188 shows the switch dotted in 
on the "Magneto" position. The armature current is led from the col- 
lector brush A, which is mounted in the breaker cap and which rubs 
on an insulated button on the end of the armature shaft extending 
through the cam, to the coil box terminal A , and to the lower right switch 
button as indicated by the arrows. From there, the current has two 
paths back to the magneto ground. One path is by the way of No. 2 
terminal over the breaker points which are normally closed; the other, 
through the primary winding of the coil to the grounded No. 3 magneto 
terminals. With the contacts closed, practically all of the primary 
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current will flow across the breaker points, owing to the fact that the 
resistance is much less than that through the primary coil winding. 
When the points open, this path is broken and there will be a sudden 
rush of current through the primary winding of the coil. The action 
of the primary current combined with the dischai^ from the con- 
denser induces a high-tension current in the secondary winding of the 
coil. This bigb'tenaion current is directed to the proper plug by the 
distributor on the m^neto. A safety gap is provided on the top of 
the coil box. 

With the switch on the "Battery" pcsition the magneto is discon- 
nected and the dry cells connected to the primary circuits. When 
the system is operating on the batt^ery, the coil and the breaker are 
in series and the system operates as an iotemipted primary current 
system. The secondary circuit wiU 
be the same as when operating on the 
magneto, namely, from the high-ten- 
sion terminal on the coil to the dis- 
tributor, to the plug, to the ground, 
and returning to the secondary wind- 
ing over the primary wire connected 
to No. 3 grounded terminal. 

The condenser is mounted in the 
coil and is connected so as to protect 
both the magneto interrupter points 
and the push-button contacts on the 
switch. 

The push-button contacts are in 
the primary circuit in series with the 
Fio. 189.— Remy magneto, model RL.j "^oil and are normally closed. When 
.the switch is thrown on "Battery" 
position and the breaker points are closed (which they normally are 
when the engine is at a standstill) , the primary circuit will be completed 
and the coil magnetized by current from the dry cells. If the push-button 
is pressed and the contacts opened, the primary current will be interrupted, 
causing a sudden demagnetizing of thecoilandcreatingaseeondaryspark 
in the cylinder which is lined up to fire in accordance with the position of the 
distributor arm. If thecylinder should containacombustiblemixture,itis 
possible that a spark caused in this manner would ignite the mixture and 
create sufEcient explosive pressure to kick the engine over, causing it to start 
without the usual cranking. 

106. Remy Inductor Type Magneto.— The .Remy magneto, model 
RL, as shown in Fig. 189, is a typical low-tension magneto of the inductor 
type. Figure 190 shows the inductor and coil, while Fig. 191 shows the 
coil and the shaft in their places with respect to the pole pieces, the mag- 
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net^ and the shaft bearings having been removed. The two wing-shaped 
inductors are mounted on a steel ehaft and are revolved on either side 
of the stationary coil. Figure 192 shows the path of the magnetism 
during one complete revolution of the inductor. 

When the inductors are in the horizontal position, the flux enters 
one inductor, makes a right-angled turn, passes along the shaft and 
through the coil to the other inductor and then to the other pole piece. 
In this position the same condition exists as when an armature of the 



FiQ. 190. — Reniy inductora and stationary 

shuttle type is in the horizontal position. When the inductors are re- 
volved to the vertical position, the flux passes from one pole piece directly 
across through the inductors to the other pole piece, and there is no flux 
through the coil. This change, therefore, produces a voltage in the coil 
winding. The outer ends of the inductors are of such length that when 
they are in the vertical position, they offer a direct path from one pole 
piece to the other, but when they are horizontal, the flux must enter the 
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one inductor, pass through the center of the coil, and out through the 
other inductor. 

This magneto will produce two current waves per revolution in the 
same manner as the shuttle type. The current produced is also an alter- 
nating current as the direction of the flux through the coil is reversed 
each 180° of revolution of the shaft. Due to the design of the parts, 
the current wave has an abrupt rise and fall with an almost flat top, 
making possible a large timing range (35°) with practically the same 
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intensity of spark. This magneto is used for jump-spark ignition, the 
low-tension current generated in the coil being used with a circuit breaker 
and a step-up transformer coil. The secondary current from the trans- 
former is led to a distributor on the magneto and is there distributed to 
the different plugs of the engine. The circuit breaker. Fig. 193, is 
mounted on the magneto and operated by a cam on the end of tbe arma- 




-Circuit breaker of Reiny mngneto. 



ture shaft, the cam being mounted so as to break the circuit in proper 
relation to the position of the armature for maximum current. The 
condenser. Fig. 194, is mounted in the arch of the magnets and is con- 
nected directly across the breaker points. 

Figure 195 shows an external wiring digram of the model RL magneto 
with type LE switch and coil, while 
Fig, 196 shows a diagram of the in- 
ternal circuits. The lettering, B, Y, 
and G, on the coil indicates the color 
of the wire intended by the manufac- 
turer to be connected to that terminsl. 
The wiring from the coil to the magneto 
is connected as follows: 

Red R wire goes to ground bind- 
ing post on timer end bearing. 

Yellow F wiregoestocontactscrew 
post on circuit breaker. 

Green wire goes to insulated screw post on the timer end bearing. 

Timing. — For timing this magneto, the engine should be turned over 

with the crank until No. 1 piston reaches top dead center on compression 

stroke. The timing button at the top of the distributor should be pressed 

in and the magneto shaft turned until the plunger of the timing button 
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is felt to drop into the recess od the distributor gear. With the magneto 
in this position it should be coupled to the engine. No attention should 
be paid to the circuit breaker when coupling or setting gears as the 
breaker is automatically bought into the correct position, and the dis- 




Fio. 195. — External wiring diagram of Remy magneto, model HL. 

tributor segment is in contact with No. 1 terminal. This No. 1 terminal 
is plainly marked on the distributor. 

107. The Ford Ignition System. — The Ford magneto may be classed 
as a high-frequency, alternating current magneto of the inductor type. 



Fio. 196. — 'InterDBl circuit diagram of Remy magneto, model RL. 

It serves merely as the source of primary current for an ordinary vibrating 
coil type of ignition system. The construction of the magneto is shown 
in Fig. 197 and Fig. 198, while the wiring diagram is shown in Fig. 199. 
The stationary and revolving elements are interchanged from the 
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customary relation. The armature coils are stationary and the magnets 
revolve. The armature consists of 16 coils which are attached to a 
stationary supporting disc in the flywheel housing. An equal number of 



Pig. 197.— The Fotd magneKi. 

permanent magnets of the horseshoe or V type are secured to the flywheel 
through non-magnetic studs. The magnets revolve with the flywheel at a 



FlQ. 198. — Diagram showing Bcheme of Ford magneto. 

distance of H2 in- ^^om the coils. The North poles of two adjacent 

* magnets are fastened togetherj likewise the next pair of South poles. 

When a pair of North poles is in front of the core of one of the coils, 
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the m^snetic fiux will flow in through the core, through the supporting 
coU plate, and out through the core of the adjacent coile to the South 
poles as shown in Fig. 198. When the flywheel makes Me revolution, 
this flow is reversed. Thus, 16 current waves are generated per revolu- 
tion of the flywheel. The coils are all connected in series with one end 
of the winding grounded and the other end connected to an insulated 
binding post on the outside of the flywheel housing. This post is con- 
nected to all four induction coils through a contact plate in the bottom 
of the coil box. The other ends of these coils are connected to the four 
posts of the tinier mounted on the front end of the camshaft. Since one 
end of the magneto winding is grounded, and since the timer completes 
the circuit to the ground from each induction coil in proper order, it 
follows that the magneto current will pass through whichever induction 
coil is grounded at the timer. The induc- 
tion coils are of the ordinary double wound 
induction type with vibrators to interrupt 
the primary current from the magneto. A 
■mat diagram of the Hienze-Ford coil is shown 
in Fig. 200. The secondary of each coil 
has a direct' connection to the plug of one 
w" of the cylinders with a grounded return. 

108. Timing the Ford Ignition System. 
The magneto is quite unlike those pre- 
viously described in that the current waves 
are of high frequency and are not all used 
for ignition. The magneto itself does not 
have to be timed to the engine. The alternations of the magneto current 
are frequent enough to cause only a slight variation in the instant of igni- 
tion as affected by the periods of no current. The length of contact in 
the timer is sufBcient to overlap. from one current wave to the next. In 
case the majnet is in a position where no current is generated when the 
timer first makes contact, there will be a lag of a very few degrees in the 
spark until the magneto has turned into a position where it will generate 
sufficient current to operate the coil. Due to the shape of the current 
waves, the greatest possible lag due to this cause is probably not more than 
5° on the engine crankshaft. The actual timing of this system is all 
done at the timer. The roller in the timer is set so that it will be just 
making contact with the timer segment of cylinder No. 1 when the piston 
in that cylinder is J^ in. below top dead center on the working stroke 
and the spark control lever on the steering wheel is fully retarded. 



CHAPTER VII 

MODERN HIGHtTENSION MAGNETOS— ARMATURE TYPES 

109. The Hig^-tension Magneto. — Under the name of high-tensioD i 
magneto are included all magnetos which generate, directly in the mag- . 
neto winding, a current of sufficiently high voltage for jump-spark igni- 
tion without the aid of a separate induction coil. The magneto winding I 
contains both a primary and a secondary winding, similar to the winding i 
of a non-vibrating type induction coil, instead of the usual single winding 
found in the low-tension magneto. In the high-tension magneto is also 



Fio. 201.— Bosch high-tenaioD magneto iaatallatioii on 1918 Marmoii engine. 

incorporated the interrupter, the distributor, and the condenser, so that 
the magneto contains within itself practically all the essentials of a 
complete ignition system, the only necessary outside parts being the 
spark plugs and the magneto controlling switch. This applies to both 
the armature wound and the inductor type of magneto. 

110. The Bosch High-tension Magneto. — The Bosch magneto, Fig. 
201 and Fig. 202, is a typical high-tension magneto of the armature wound 
type. The armature or rotating element. Fig. 203, is mounted on ball 
bearings supported in the end housings and rotates betweenthe magnet 
pole pieces shown in Fig. 204. The armature, a cross section of which is 
shown in Fig. 205, consists of a soft iron core, a primary winding of com- 
paratively few turns of coarse wire, a secondary winding of many turns 
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FlQ. 202. — View of driving end of Bosch high-tension magoeto. 



Fio. 204. — Magnets nod pole piacas of Boach magneto. 
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of fine wire wound on the outside of the primary, and a condenser. 
The condenser, Fig. 206, is mounted in one end of the armature housing 
and connected so as to protect the interrupter points, the interrupter 
or circuit breaker being mounted on one end of the armature shaft and 
revolving with it. The cams for actuating the interrupter points are 



Fia. 205. — Cross sectional view of Bosch high-teDsion magneto 

on the inside of the interrupter housing. This arrangement is the reverse , 
of that of the usual low-tension magneto which has the cam on the arma- 
ture shaft and the interrupter in the housing. By having the interrupter, 
the condenser, and the primary winding all on the armature, the entire 
primary circuit is thus contained in the armature, forming a very com- 



FiQ. 206. — Coadensec of Bosch DU4 high-tensioa magaeto. 

pact and efficient unit. One end of the primary winding is grounded on 
the armature core, and the live end brought out to a circuit breaking 
device. The grounded end of the secondary winding is connected to the 
live end of the primary winding so that one is a continuation of the other. 
The magneto armature core is grounded to the magneto base by the 
ground brush shown in Fig. 207. 
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During certain parts of the rotation of the armature the primary 
circuit is closed, and the variations in magnetic Qiix induce an electric 
current in the winding. When the current reaches a maximum, which 
will occur twice during each rotation of the armature, the primary circuit 
is broken, and the resulting collapse of the magnetic field in the armature 



Pio- 207. — Bottom view of magneto base plate showing ground brush. 

produces a high-t«nsion current of extreme intensity in the secondary 

winding. This current is transmitted to the distributor through which 

it passes to the spark plugs in the cylinders in the proper order of firing. 

The Bosch DU4 high-tension magneto is shown in Fig. 208, while a 

longitudinal section and the rear view with the breaker cover removed 

are shown in Fig. 209. Figure 210 is 

a circuit diagram for the magneto. 

Magneto Interrupter. — ^The mag- 
neto interrupter mechanism is 
mounted on a circular disc which is 
held rigid to the armature shaft by 
the interrupter fastening screw. The 
relative position of the interrupter to 
the armature is fixed by a keyway in 
the end of the armature shaft which 
is taper bored. As may be seen in 
Fig. 210, the fastening screw also 
forms the electrical connection 
f one n t !.■ 1. . • , between the stationary (insulated) 

Fia. 208. — Bosch high-tension magneto, J v ' 

type DU4. half of the interrupter and the 

primary winding of the armature. 

This fastening screw also makes connection with the insulated terminal of 

the condenser, the other terminal of which is grounded as are also one end 

of the primary winding and the movable contact arm of the interrupter. 

Twice during each revolution of the armature, the primary circuit 

closes and opens, this being caused by the fiber block on the interrupter 
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lever striking the two steel cams on the inside of the interrupter housing. 
When the interrupter is not being acted upon by the cams, the interrupter 
points are normally held closed by spring tension; consequently, the 
primary circuit is also closed. It is very important in this type of inter- 
rupter that the interrupter lever unit be very accurately balanced on its 
pivot to insure proper opening and closing of the points at high rotating 
speeds. The interrupter points are made of platinum and should be 
adjusted to open .012 in. to .015 in. on engines of normal compression. 

Principle of Operation. — The function of the interrupter or breaker is / 
to interrupt the circuit of the primary winding of the armature when a 
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Fio. 209. — CoDstructioD of Boach high'MnsioQ magneto, type DU4. 

high-tension spark is to occur at the plug, the action in the armature 
being similar to that of an induction coil. This interruption must take 
place when the flow of current through the primary winding is at or near 
its maximum value, which occurs twice per revolution when the armature 
core is approximately in a vertical position, as shown in Fig. 210, the 
same as in the low-tension magneto. In this position, the corner of the 
^mature is just leaving the corner of the pole piece and the winding is 
cutting the greatest number of magnetic lines of force. In Boach magne- 
tos, having a variable spark advance, the interrupter points are timed to 
open when the corner of the armature has left the corner of the pole piece 
about 3-16 in- ^i*'' the interrupter housing in full advance position. The 
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timing lever may be advanced about 35"; then, when the interrupter 
housing is fully retarded, the armature has passed the pole piece about 
% in. Thus the best spark is obtained with the interrupter in full 
advance position, which is the normal operating position at high engine 
speeds. 

Figure 211 A, B, and C shows the distribution of the magnetic flux 
through the armature core for various armature positions, j Owing to the 
rotation of both the primary and the secondary windings of the armature 
and the consequent cuttingof the magnetic hnes of force by both windings, 
a voltage is generated in both the primary and secondary circuits propor- 
tional to the number of turns in the two windings. /"During the period of 
rotation when the magnetic field is passing through the armature core, 
the interrupter points are closed, thus completing (by short circuiting) 




the prunary wmdmg The current thus generated 

in tl will fiow around the core causmg the core to 

becc cross^P^ction as shown m Fig. 212. At ap- 

proximately the instant when the generated voltage is greatest, the inter- 
rupter breaks the primary circuit thus permitting the armature core to 
demagnetise instantly. This causes a high voltage to be induced in the 
secondary winding in the same direction as the generated voltage. The 
induced current produced by the interruption of the primary circuit 
lasts a very short interval of time and, if acting alone, would produce but 
a single flash at the spark plug. However, owing to the revolving of the 
secondary winding in the inagnetic field, a more continuous current of 
not so high a voltage is generated. This generated voltage alone is not 
sufficient to break down the resistance of the gap in the spark plug, but 
at the instant the primary circuit is interrupted, the induced current is 
sufficient to break down this resistance and then the somewhat lower vol- 
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tage of the generated cuireiit ia able to maintain the Sow of current 
across the gap, thus producing, not an instantaoeous flash, but a hot flame 
which lasts for a considerable period. The heat produced by this pro- 
longed spark is much more intense than that produced by the short 
flash caused by the induced current, 
I Condenser. — The condenser, as in most high-tension armature type 
I magnetos, is located in one end of the armature. It is connected in 
' parallel with the primary winding and the interrupter circuit. As " 
stated previously, the purpose of the condenser is to absorb the induced 
1 charge in the primary winding and prevent the discharge of this current 
1 across the interrupter points. The charge in the condenser surges back 
■ into the primary winding in the opposite direction to that of the primary 



herated ii 

current, thereby causing a more rajjjd demagnetization of the armature 
I and, consequentlj^, producing a higher voltage in the secondary winding 
\ than would otherwise be obtained. 

In the diagram shown in Fig. 210 it will be seen that one end of the 
secondary winding is connected to the insulated end of the primary wind- 
ing so that the one forms a continuation of the other. The other end of 
the secondary winding leads to the collector ring or slip ring on which 
slides a carbon brush, insulated from the magneto frame. The secondary 
current is conducted from the brush to the center distributor contact 
and from there through the carbon brush (carried on the distributor gear 
wheel) to the various cable connections and apark plugs in their proper 
order of firing. After jumping the spark plug points, the cun;ent returns 
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through the engine frame and the ground brush in the base of the mag- 
neto, Fig. 207 and Fig. 210, to the armature core and back to the begin- 
ning of the secondary winding. As in the low-tension armature type of 
magneto, there are two sparks produced per revolution of the armature. 
The distributor is, therefore, similar to that found on the low-tension 
■ magneto and is driven at similar speeds. The only difference is that the 
secondary current is received direct from the armature instead of being 
brought back to the distributor from a transformer coil. The distributor 
has as many segments as there arc engine cylinders and is driven at one- 
half the speed of the crankshaft. For a four-cylinder engine the dis- 
tributor has four segments and is driven at one-half the speed of the arma- 
ture. For a six-cylinder engine there are six segments, and the distributor f 



arm is driven at one-third the speed of the armature. The relations of li 
magneto speeds to engine speeds are also the same as for the armature 
type of low-tension magnetos. For a four-cyhnder four-stroke engine 
the armature revolves at crankshaft speed. For a six-cylinder four- ! 
stroke engine the armature revolves at one and one-half times crankshaft 
speed. Likewise, for an eight- or twelve-cylinder engine a magneto of ^ 
this type must be driven at twice or three times crankshaft speed, 
respectively, in order to produce the required number of sparks per 
revolution of the engine- 
Care should be taken in assembling the magneto to get the distributor 
gear timed correctly with the armature so that the distributor brush will 
be in proper alignment with the distributor head segment when the inter- 
rupter pioints open with the breaker housing in either the advance or 
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retard positions. On full advance position, the distributor brush should 
be moving on to the distributor head segment when the interrupter 
contacts open, and should be leaving the same segment when the contacts 
open with the breaker housing shifted to full retard position. Figure 
213 shows the punch markings on the distributor gears for the purpose of 
timing the distributor with the armatm'e. For a magneto having clock- 
wise direction of rotation, the punch mark ''C" on the distributor gear 
should mesh with the punch mark on the armature gear, while in the case 
of a magneto with anti-clockwise rotation, the gears should be meshed so 
that the punch mark ''A'' will mesh with the punch mark on the arma- 
ture. The direction of armature rotation is usually indicated by an arrow 
stamped on the magneto housing near the driving end of the armature 
shaft. 

' The Safety Spark Gap, — In order to protect the insulation of the 
armature and of the current-conducting parts against excessive voltage, 
a safety spark gap of about ^e in. is provided as shown in Fig. 210. 
The current will pass through this gap in case a cable connection to one 
of the spark plugs becomes disconnected while the magneto is in opera- 
tion, or if the electrodes on the spark plugs are too far apart. The 
secondary current should not be permitted to jump the safety gap for 
any length of time as the continued discharge of the current over the 
safety gap is liable to damage the magneto winding and the condenser. 

The Magneto. Grounding Switch, — In order to cut oflf the ignition 
without damaging the windings, the primary current must be short 
circuited so that it will not be interrupted when the interrupter points 
open. This is arranged for by connecting a wire from the insulated 
terminal on the breaker cover, to a simple ground switch which has two 
terminals, one of which connects to the engine or chassis frame. The 
1 terminal on the breaker cover is connected by a brush to the insulated 
half of the interrupter, so that when the switch is closed the primary 
current is short circuited through the switch and ground and the magneto 
ceases to generate sufficient voltage in the secondary winding to jump 
the spark plug points, thus preventing ignition. 

111. The Bosch High-tension Dual Ignition System. — In the Bosch 
high-tension dual ignition system, the standard type of Bosch magneto 
is used with the application of two timers or interrupters. The parts of 
the regular current interrupter are carried on a disc that is attached to 
the armature and revolves with it, the rollers or segments that serve as 
cams being supported on the interrupter housing. In addition, the 
magneto is provided with a steel cam which is built into the interrupter 
disc, and has two projections. This cam acts on a lever supported by 
the interrupter housing, the lever being connected in the battery circuit 
so that it serves as a timer to control the flow of battery current. These 
parts may be seen in Fig. 214. A non-vibrating transformer coil is 
used with the battery current to produce the necessary voltage. 
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It is obvioua that the sparking current from the battery and from 
the magneto cannot be led to the epark plugs at the same time, so a 
further change from the magneto of the independent form is found 
in the removal of the direct connection between the collecting ring and 
the distributor. The collecting ring brush shown in Fig. 215 as No. 3 is con- 
nected to the switch, and a second wire leads from the switch to the 
central terminal on the distributor. When the engine is running on the 
magneto, the sparking current that is induced in the secondary armature 
winding Sows to the distributor bywayof the switch contacts. When the 
engine is running on the battery, the primary circuit of the magneto is 



Fia. 214.— Bosch dual magneto showing magneto intemipter and battery timer. 

grounded, and there is, therefore, no production of sparking current by 
the magneto. The sparking current from the coil then Sows to the cen- i 
tral distributor connection. It will be seen that the only parts of the r 
magneto and battery circuits used in common are the distributor andr 
the spark plugs. ' 

The Bosch Dual Coil. — The Bosch dual coil used in the dual system 
is contained in a cyUndrical housing with a brass casting on one end, 
the flange of which serves to attach the coil to a dashboard or other 
part. The coil is provided with a key and lock, by which the switch 
may be locked when in the "OFF" position. This is a point of great 
advantage, as it makes it unlikely that the switch will be left thrown 
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to the battery position when the engine is brought to a stop. The 
absence of such an attachment is responsible in a large measure for the 
accidental running down of the battery. This locking device also 
prevents the unauthorized operation of the engine. The parts of the 
coil are shown in Fig. 216. In addition to the housing and end plate, 
the parts consist of the coil itself, the stationary switch plate, and the 
connection protector. 

When the engine is running on battery ignition, a single contact 
spark is secured at the instant when the battery interrupter breaks 
its circuit, and the intensity o£ this spark permits efficient operation 
of the engine on the battery system. 



Fio. 215. — Wiring diagram [or Bosch dual ignition system. 

Starting on the Spark. — For the purpose of starting on the spark, 
a vibrator may be cut into the coil circuits by turning the button that 
is seen on the coil body in Fig. 215 and Fig. 216. Normally, this vibra- 
tor is out of circuit, but the turning of the button places it in the 
battery primary circuit. A- vibrator spark of high frequency is thus 
produced. 

It will be found that the distributor on the magneto is then in such 
a position that this vibrator spark is produced at the spark plug of 
the cylinder that is performing the power stroke. If a combustible 
mixture is present in this cylinder, ignition will result and the engine 
will start. 

Connections.— In the wiring diagram of this system, as shown in 
Fig. 215, it will be noted that while the independent magneto requires 
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but one switch wire in addition to the cables between the distributor 
and spark plugs, the dual system requires four connections between 
the magneto and the switch; two of these are high tension, consisting 
of wire No, 3 by which the high-tension current from the magneto is 
led to the switch contact, and wire No. 4 by which the high-tension 
current from either the magneto or the coil goes to the distributor. Wire 
No. 1 is a low-tension wire conducting the battery current from the 
primary winding of the col! to the battery interrupter. Low-tension 
wire No. 2 is the grounding wire by which the primary circuit of the 
magneto is grounded when the switch is thrown to the "OFF" or to the 
"Battery" position. Wire No. 5 leads from the negative terminal 
of the battery to the coil, the positive terminal of the battery being 
grounded by wire No. 7. Wire No. 6 is a second ground wire connect- 
ed to the coil terminal. 



Fio. 216. — Parts of Bosch dual coil. 

112. The Bosch High-tension Magneto, Type NUl.— The Bosch 
magneto, type NU4, Fig. 217, is of the high-tension, armature wound 
type and is suitable only for four-cylinder, four-cycle engines of the 
automobile type, rated at or under 30 horsepower. A distinct featiue 
of this magneto is the absence of the usual gear-driven distributor, this 
being incorporated in the form of a double high-tension slip ring mount- 
ed on one end of the armature shaft as shown in Fig. 218. The 
magneto interrupter, Fig. 219, is the same as that used in the ordinary 
Bosch independent high-tension magneto. 

A circuit diagram of this magneto is shown in Fig. 220A. It will 
be noted that the circuit of the primary winding is the same as for the 
Bosch DU4 shown in Fig. 310. The secondary winding, however, 
is not connected to the primary, its two ends being connected to the 
two metal segments in the slip ring mounted on the armature just in- 
side of the driving shaft end plate of the magneto. The slip ring has 
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two grooves, each containing one of the two metal segmente. These 
segments are set diametrically opposite on the armature shaft, that 
is, 180° apart, and are insulated from each other as well as from the 
armature core and magneto frame. 



Fta. 217. — Bosch higji-teusion masaeto, Type NU4. 

FiQ. 218. — Distributor oo Boach "NU4" magneto showiiiK position of the carbon 
brushes with relation to the slip rins. 

The four slip ring brushes which collect the secondary current are 
supported by two double brush holders, one on each side of the driv- 
ii^ shaft end plate, each holder carrying two brushes ao arranged that 
each brush bears against the slip ring in a separate groove. Upon 
rotation of the armature, the metal segment in one slip ring groove 



FiQ. 219. — latemipter end of Bosch "NU4" magneto. 

makes contact with a brush on one side of the magneto at the same 
instant that the metal segment in the other slip ring groove comes into 
contact with a brush on the opposite side of the magneto. The marks 
"1" and "2" appearing in white on both brush holders indicate pairs 
of brushes receiving simultaneous contact, those marked "1" consti- 
tuting one pair, and those marked "2," the other. 
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113. Timing the Bosch Magneto, Type NU4. — From the wiring 
diagram it is important to note that since two of the four slip ring brushes 
make contact simultaneously and each is connected by cable to the 



Fia. 230A. — Circuit diagram of Bosch "NU4" high-tension laagDeto. 

Spark plug in one of the cylinders, the secondary circuit always includes 
two plugs, the sparks occurring in two cylinders at the same time, 
namely, cylinders Nos. 1 and 4 or Nos. 2 and 3. Only one of these 
sparks, if properly timed, will cause 
ignition since in a four-cylinder engine, 
when No. 1 cylinder is under compres- 
sion ready for ignition. No. 4 piston 
is finishing its exhaust stroke and the 
cylinder contains nothing but burned 
exhaust gaisea. The same relation 
exists when each cylinder is ready for 
ignition, the other cylinder in which 
the spark occurs containing non-com- i 
bustible exhaust gases. Care should 
be taken in timing this type of mag- 
neto so that when fully retarded the 
spark will 

cylinder after the intake valve has 
opened, which is usually a crank angle of about 8° to 10° past upper 
dead center. The platinum interrupter points should be adjusted to 
open .015 in., while the spark plugs should be adjusted to a gap of .020 
in. to .030 in., or the thickness of a worn dime. 
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Bosch High-tension Magneto, Type B. — The Boach type B magneto, 
Fig. 220B, is a late product of the Bosch Magneto Company and is 
fitted to many engines made later than the spring of 1920. The type B 
magneto is equal, electrically and mechanically, to any of the Bosch 
types which have preceded. Moreover, it is simple in construction 
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Fio. 220C.— Vertical Beotion of Bosch type B maBoeto. 

and can be manufactured and kept in adjustment very easily. The 
frame of this magneto is made of cast aluminum and includes the magneto 
base and the shaft end plate. The armature and the interrupter are of 
the regular Bosch construction. 

The distributor, instead of being 
mounted over the interrupter hous- 
ing, is located at the drive end of the 
magneto. It is mounted at the top of 
a vertical shaft driven by spiral gears 
from the armature shaft as shown in 
Fig. 220C. This construction gives a 
vertical distributor similar to those on 
battery ignition units. 

This magneto is also made up in a 

special form for tractor use and is 

known as the type BT, which is in 

all respects similar to the type B 

magneto except that it is provided with the Bosch adjustable impulse 

coupling enclosed in a dust- and waterproof case. 

114. The Eisemann High-tension Magneto, Type G4. — The Eise- 
mann high-tension magneto, type G4, Fig. 221, is typical of the various 
models of the Eisemann magneto. It is made in two types known as 
(j4, I Edition, and G4, II Edition. The principal differences between 
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FlO. 222.— Principal parts of Eisemann high-tension magneto, type G4, I Edition. 
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the two models are in the design of the interrupter mechanism and in 
the construction of the armature bousing. 

In the type G4, I Edition, shown in Fig. 222, the movable contact 
of the interrupter is carried on a fiat spring instead of on the usual 
rocking type lever. The interrupter points are actuated by this spring's 
striking the two fiber cams on either side of the center part of the tim- 
ing lever body. The fixed end of the spring is grounded to the magneto 
frame through a grounding brush which bears on the inside of the tim- 
ing_ lever body. In this type of magneto the interrupter platinum 
points may be adjusted without removing the timer body as shown in 
Fig. 223. In the type G4, II Edition, the usual form of rocking type 



Fio. 224. — Principal parta ol EiHemann high-tension magneto, type G4, II Edition. 

interrupter is used, in which the interrupter lever is actuated by two 
steel segments or cams mounted on the inside of the timing lever body 
as shown in Fig. 224. The platinum contacts in both types of magnetos 
should be adjusted to open .010 in. to i014 in. 

The armature housing or frame of the type G4, II Edition, consists 
of the unit-cast construction shown in F^. 225, whereas the 1 Edition 
housing is built up of several parts screwed together. This unit-casting 
is extremely rigid, thus eUminating all danger of loosened screws or end 
plates, due to vibration or accidental twisting. Another advantage of 
the unit-casting is the absence of any joints. Consequently, an abso- 
lutely water-,oil-, and dust-tight protection iS provided for the vital ele- 
ments, such as the winding and the condenser. The unit-casting may 



MODERN HIGH-TENSION MAGNETOS 179 

be bored out and machined all in one piece, and because of its rigidity, a 
smaller running clearance between the armature andthepolesof the mag- 
nets can be maintained. This tends to give increased magnetic effici- 
ency and, as a result, a much hotter spark. 

The ArTnature. — The armature used in the Eisemann magneto is 
shown in Fig. 226. The armature core carries the winding and is of 



Fia. 225. — Frame casting for Eisemana magnet'i. type G4, II Edition. 

the H-shaped type, similar to that shown in Fig. 205. On this core are 
wound a few layers of medium sized copper wire, the beginning end of 
which is grounded to the armature core. The other end of the wire is 
connected through the interrupter fastening screw to the insulated con- 
tact of the breaker mechanism. Over this primary winding is the second- 



Fio. 226,— Armature for Eisamann msgaeki. 

ary winding consisting of many turns of very fine copper wire, the wire 
itself being insulated its entire length and the layers carefully insulated 
from each other. A circuit diagram of the Eisemann, type G4, 1 Edition, 
is shown in Fig. 227. It will be noticed that the beginning of thesecondary 
is connected directly to the end of the primary winding, and the end is 
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led to the collector riDg which is mounted on the same end of the arma- 
ture as the interrupter. The condenser, which is connected bo as to 
protect the interrupter points, is mounted in the other end of the arma- 
ture. 




FiQ. 227. — Circuit diagram of Eiseraauo high-ti 



:noto, type G4, I Editioi 



Pole Pieces. — One of the distinct features of the Eisemann magneto 
is the shape of the pole pieces, which are wedge-shaped as shown in Fig. 
228. These wedge-shaped pole pieces cause the magnetic lines of force 
to flow from the extremities of the pole pieces toward the center of the 




Fio. 228. — Wedge-shaped pole pieces used od older modal Eisei 



core. All of the magnetic lines of force are thus forced through the wind- 
ing of the armature and are not diffused as in the case of the straight 
pole pieces which are moat commonly used. The wedge-shaped pole 
pieces also prolong the duration of maximum current in the primary 
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winding, when the corner of the armature passes the pole pieces, thus 
increasii^ the angle of spark range and permitting a hotter spark with 
breaker in retard position. The armature, which is always overlapped 
by the pole pieces, acts as a keeper to the magnets, thereby aiding in 
preventing demagnetization which is common to magnetos with straight 
pole pieces. These pole pieces greatly reduce the wear on the coupling 
or gear which drives the magneto, by preventing the sudden breaking of 
the magnetic field and assisting in making the magneto gears noiseless. 

The Distributor. — By placing the collector ring on the same end of 
the magneto as the distributor head, the necessity of carrying the high- 
tension current around the magneto by means of brushes and conductors 
is done away with. A brush in the distributor plate carried straight down 
to a contact with the collector ring is used and in this manner the high- 
tension current is carried directly to the center brush in the distributor 
plate. This center brush in turn 
makes contact with the metal insert 
of the distributor disc. This disc is 
attached to the distributor gear and, 
consequently, rotates with it, so that 
the metal insert makes contact in rota- 
tion with each of the outside carbons 
of the distributor plate, whence cur- 
rent is led to the spark plugs by the 
high-tension cables. 

The safety spark gap is located in 
the breaker end of the magneto in- 
stead of in the arch of the magnets, as 
in the usual armature wound type 
magneto. It consists of a gap of 
about Ke in- between the collector ring and the point of a screw placed 
in the armature housing, immediately behind the breaker. Its purpose 
is to provide a by-pass for the high-tension current, thereby protecting 
the high-tension winding against possible injury in case a spark plug 
cable should become disconnected or broken. 

116. The Eisemann High-tension Dual Magneto, Type GR4. — The 
Eisemann high-tension dual magneto, known as type GR4, II Edition, is 
shown in Fig. 229 and Fig. 230. It is used in conjunction with a battery 
(either dry cells or storage battery) and either the DC or the DCR type 
coil shown in Fig. 231. 

The primary purpose of this system is to give two sources of ignition 
(magneto and battery), using one distributor and one set of spM-k plugs. 
The arrangement consists essentially of a direct high-tension magneto, 
used in conjunction with a combined transformer coil and switch which 
can be mounted on the dash. This transformer coil is used only in con- 
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nection with the battery, whereas the switch is used in common with both 
the battery and the magneto. 

The magneto, as may be seen from Fig, 230, is practically the same 
as the type G4 independent magneto with two exceptions, the timing arm 
is equipped with an extra separate contact breaker for the battery cur- 
rent, and the distributor is modified to permit of its electrical separation 
from the magneto armature when distributing the battery spark. 
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Pio. 330. — Principal parts of Eisemanuhish-tensioii dual magnett), type GB4, II Edition. 

This magneto may be used with equally good results with either of . 
the Eisemann dash coiIs,'type DC or type DCR, F^. 231. The coils 
differ only in the arrangement for starting on the spark, the DC having a 
push-button giving a single spark, provided the motor happens to stand 
with the battery breaker open; whereas the DCR has a mechanical 
ratchet device, delivering a shower of sparks regardless of the crank 
position of the engine. 

A rapid back and forth motion of the starting handle on the front 
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of the DCR coil causes the toothed ratchet in tlic center to oscillate the 
lever B, Fig. 232, which, in turn, makes contact alternately at C and D., 
If the Bwitch is on battery position and the battery breaker points in the 
magneto are closed, as they normally are, a rapid sequence of sparks will 



Type DCR toil. Type DC coil. 

Fio. 231. — Dash coil and switch units for Eiaemann high-teoBion dual magneto. Type GR4. 

occur at the plugs. This shower of sparks is much more effective for 
starting on compression than a single spark. 

A circuit diagram of the system, including the coil connections for the 
different switch positions, is shown in Fig. 233- As may be seen, the 
battery breaker operates in much 
the same manner as the correspond- 
ing part on the magneto. It is 
actuated, mechanically, by two 
polished steel cams attached to the 
magneto breaker, but if is entirely 
separate, electrically, from the 
latter. Like the magneto breaker, 
the battery breaker causes the spark 
to occur at the instant of separation 
of the contact points. For practi- 
cal reasops, this interruption is 
timed to take place 10° later than 
the magneto, but is, naturally, 
subject to the same degree of ad- no. 232.— Type dcr coil with front 

Vance and retard, being mounted plat« removed showing mechanism for atari- 
• *u ..- ■ I x. A ing on the spark. 

m the same timmg lever body. 

Both breakers are protected by the same waterproof cap and are easily 

exposed to view. 

Both sets of contact points should be adjusted to open from .010 in. 
to .014 in. The distributor is the same as the G4 except that there is no 
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connection between the lower carbon brush and the center one. Cables 
lead from each of these brushes to the switch portion of the coil, enabling 
the center brush to be connected to the lower one when running on' the 
magneto or to the coil when running on the battery. 

If for any reason it is desired to operate the magneto without the 
coil and switch unit, it niay be operated as an independent high-tension 
magneto, the same as the type G4, by connecting the cables marked H 
and HM on the distributor head, making a direct path for the high-tension 
current from the collector ring to the distributor. 

The Eisemann type GS-4 magneto is very similar in construction to 
the type G4 with the exception that it is sUghtly smaller throughout. 

116. Timing of the Eisemann Magneto to the Engine for Variable 
Spark. — Since the spark occurs when the primary circuit is broken by 
the opening of the platinum contacts on the breaker mechanism, it is 
necessary that the magneto be timed so that at full retard position of the 
timing lever body, the platinum contacts just begin to open when the 
respective piston of the engine has reached its highest point on the com- 
pression stroke! The engine should be turned by hand until piston of 
No. 1 cyUnder is on 'dead center (firing point). The distributor plate 
should then be removed from the magneto and the driving shaft tiu*ned 
until the setting mark on the distributor disc is in line with the setting 
screw as shown in Fig. 230. (For a magneto rotating clockwise, setting 
mark R is used, and for anti-clockwise, setting mark L is used.) With 
the armature in this position and the timing lever body fully retarded, 
the platinum contacts of the magneto breaker are just opening, and the 
metal insert of the distributor disc is in connection with the carbon brush for 
No. 1 cylinder. The driving medium must now be fixed to the armature 
shaft without disturbing the position of the latter, and the cables con- 
nected to the plugs in their proper order of firing. 

It has been found advisable in practice to time the battery spark 
slightly later than that of the magneto itself. For this reason, the 
battery breaker on the Eisemann dual type magneto is permanently 
arranged to open 10° later than the magneto breaker, although subject 
to the same degree of advance and retard. 

117. The Eiseqiann Magneto with Automatic Spark Advance. — The 
Eisemann automatic spark control magneto is of the same construction 
as the standard high-tension instrument with the addition of the auto- 
matic mechanism. Fig. 234. The automatic control of the spark is accom- 
plished by the action of centrifugal force on a pair of weights attached at 
one end to a sleeve through which runs the shaft of the magneto, and 
hinged at the other end to the armature. Two helicoidal splines, which 
engage with similarly shaped splines in the sleeve, run along the arma- 
ture shaft. A coiled spring pressing against the inner edge of the sliding 
block normally keeps the governor closed when the engine is idle or 
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barely turning over. In thia position the spark is fully retarded. F^ure 
235 shows the armature with the control mechanism mounted in place, 
removed from the magneto. In this illustration, the weights are shown 
in the position of full spark retard. 

As the engine speeds up, the centrifugal force acting on the governor 
weights causes the latter to spread out, drawing along the shaft the sliding 



Fid. 234. — Eisemann magneto with automatic apark advance. 

block, through which runs the helically cut shaft, keyed to the armature, 
and, consequently, causing the latter to change its relative position to 
the pole pieces. This causes an earlier opening of the contact breaker. 
The spark also occurs earlier, or is "advanced". Naturally, the higher 
the engine speed, the further the sliding block will travel, and the greater 



Fia. 235.— Eisemann magneto armature showing automatic apark advance inechaniara.' 

will be the amount of advance. As soon as the speed of the engine de- 
creases, the action of the helical sleeve and the spring gradually 
closes the governor and "retards" the spark. 

With this method of advance, the moment of current induction in 
the high-tension winding is brought about earlier by moving the entire 
armature, and with it the contact breaker or interrupter. The cams, 
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which lift the contact lever and cause the breaker in the primary circuit 
to open, are fixed in the correct position, and thus the break occurs only 
at the moment when the current in the winding is strongest. 

To apply the automatic control to any engine the manufacturers 
have produced spindles of varying pitches to give 19, 26, 38, 45, and 60° 
of spark advance. For use in connection with these spindles, there are 
sixteen different springs. By using these different springs in connection 
with the governor mechanism, it is possible to produce 160 dififei:ent 
advance curves. Many more curves can be produced by varying the 
length of the stop on the bronze nut. Many engines require a great deal 
of advance) others will permit of only a few degrees. It is necessary to 
take into consideration the size and shape of the combustion chamber, 
the compression, the position of the spark plugs, and the speed of the 
engine. It is universally acknowledged that an engine of high compres- 
sion will give a quicker burning mixture and will not require or stand so 
early a spark as one of lower compression. The makers of this magneto 
have made a study of the requirements of the different engines on the 
market and are prepared to furnish an instrument with the spark advance 
mechanism properly adjusted to give the range of advance needed on 
the particular make of engine for which it is ordered. 

118. Eisemann Impulse Starter. — One serious objection to magneto 
ignition is the complication introduced by the added battery or dual 
equipment which furnishes the spark when starting the engine. The 
ordinary magneto does not give a spark of suflScient intensity at cranking 
speeds to fire the gas in the cylinder. This drawback has been overcome 
by the makers of the Eisemann magneto by installing the Eisemann 
impulse starter on the magneto drive. This gives a hot spark even when 
the engine is cranked slowly by hand since the armature is snapped past 
the firing point by a strong coiled spring. Figure 236 is a diagrammatic 
sketch of this mechanism. It may be attached to any model of the Eise- 
mann magneto and has no effect on the operation of the magneto at 
ordinary running speeds. At low engine speeds, it causes the armature 
of the magneto to rotate in a series of jumps instead of uniformly. These 
jumps cause the armature to cut the lines of force from the magnets at 
the same speed as when the engine is turning over rapidly, so that a hot 
spark is generated in either case. 

The starter consists of a driving tube A and a driven tube or cup By 
the two being connected by a spring. Within the driven cup is a loose 
ring C, called the trigger, this ring having a projection which extends 
through a slot in the periphery of the cup. At the bottom of the coupling 
is a notched bar so placed that as the cup revolves, the notch registers 
with the slot in the cup, so that the trigger lip drops down by gravity, 
catches in the notch, and locks the cup against rotation. This is the 
condition shown in view C. When the lip has engaged the notched bar 
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and the cup stops revolving, the driving tube continues to turn. This 
compresses the spring against a driving pin on the tube and a 
block fixed to the cup. At the proper point the cam on the trigger 
ring engages that on the tube and lifts the trigger out of the notch in 
the bar; the compressed spring then spins the armature of the magneto 
past the firing point and provides a hot spark. At cranking speeds the 
trigger is caught again and again as it passes the notch; but when the 
engine fires, the speed immediately increases to the point where the trigger 
ring is kept from entering the notch by centrifugal force. At this speed 




Fio. 236. — Diagrammatic sketch of 



impulse start* 



the coupling acts as a solid connection between the drive and the arma- 
ture. The impulse starter removes any necessity for auxiliary battery 
ignition for starting on heavy duty engines since a hot fat spark is 
generated at any speed, regardless of how slowly the crank is turned. 
This is especially desirable on heavy truck and tractor engines, 

119. Simms High-tension Dual Ignition System. — -The Simms dual 
ignition system is a combination of the high-tension type of magneto, 
Fig. 237, in which the high-tension current is developed in a high-tension 
winding mounted directly on the armature, and an added battery auxil- 
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iary circuit for starting purposes. The battery current is broken by the 
r^ular magneto interrupter, the battery circuit being introduced to the 
low-tension armature winding at this point as shown in the wiring dia- 



FiG. 237. — Simm'B dual high-tansion maBneto, type SUfr-S. 

gram, Fig. 238. The contact breaker is so designed that its action is 
improved by the centrifugal force developed at high speeds. This dual 



FiQ. 338.— Wiring diagrani, Siram's dual magneto, type SU6-S. 

magneto is known as type SU6-S. The dual coil, Fig. 239, is used with 
this equipment. 

A special feature of the Simms magneto is the design of the pole pieces 
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which have extensions on the edges following the direction of rotation of 
the armature, Fig. 240. Theae extensions keep the edges of the armature 
'shuttle within the influence of the pole in all positions from full retarded 
spark t« full advanced spark. The result is that at the moment of break- 
ing the circuit, the edge of the shuttle is never widely separated from the 
edge of the pole piece, thus giving a spark of full intensity for all positions 
of the armature within the limits of spark advance. 

120. The Berlins High-tension Dual Magneto. — Berling magnetos 
are of the true high-tension rotating armature type. The independent 
type magneto is complete in one unit and, without the use of a separate 
coil, produces a hot flame spark capable of rapidly raising the temperature 
of the explosive mixture in the cylinder to the flash point. The cams 
which operate the interrupter are integral parts of the interrupter housing. 
The interrupter can be inspected while the magneto is running to ascer- 



Fia. 239. — Simm'H dual coil and switch. Fra. 240. — Pole pieces, Simm's magneto. 

tain if it is working properly. Figure 241 is an X-ray view of the inde- 
pendent Berling magneto. 

The Berling dual system is a true dual system consisting of two in- 
dependent sources of ignition, having common control and distribution. 
The dual feature is made possible by adding to the independent type of 
Berling magneto a battery timer and a different form of yoke or brush 
holder. The only part of , the electric circuit of the magneto that is used 
in common with the battery system is the distributor. The dual system 
may use either the vibrating or the non-vibrating type of coil. The run- 
ning operation of both types is the same, the difference being in the char- 
acteristics of the starting spark. The vibrating coil provides a more 
certain starting ignition since the succession of sparks serves to raise 
the temperature of the mixture in the cylinder to the firing point. 

Figure 242 shows the Berling dual magneto. This magneto is similar 
to the independent type with the exception of a dual yoke or brush 
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bolder with two terminals wliich permit the high-tension current from 
the coil and battery to be connected to the magneto distributor, and a 
batt«ry timer which is incorporated in the cam housing which encloses 
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FiQ. 241.— X-ray view of Berling high-tonBioii independent magneto. 



the magneto interrupter. The common timing lever thus controls 
both the'magneto and the battery spark. Means are provided for ad- 
justing the timing of the two sparks, to provide the best relation for 
proper timing. The two systems are 
practically independent since the only 
part used in common is the magneto 
distributor. The failure of cither unit 
does not affect the other, unless a com- 
plete mechanical breakdown occurs. 
The Berling dual system may be ar- 
ranged to suit any desired form of in- ■ 
stallation. The coil and switch are 
supplied as a single unit, or separately. 
The external wiring diagram of the 
Berling dual high-tension magneto is 
sho'wn in Fig. 243. This £gure shows 
the two high-tension connections at 
the drive end of the magneto. One 
of these connections carries the high- 
tension current generated in the dual coil; the other carries the magneto 
secondary current. The switch disconnects the magneto secondary cir- 
cuit from the distributor, when the battery ignition is being used, thus 
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preventing the battery high-tension current from reaching ground through 
the secondary winding on the magneto. 

121. The Kingston Model O High-tension Magneto. — The Kingaton 
model high-tension magneto, Fig. 244, has but one winding on the 




Fia. 243. — EiMmal wiring diagram of Berling high- 



dual magneto, type SU-61. 



rotating armature. The primary current is generated in the armature 
and broken at the contact points in the interrupter. The high-tension 
current is produced in the secondary winding of the induction coil that is 
placed under the arch of the mag- 
nets in the upper part of the instru- 
ment. Figure 245 is a sectional , 
view of this instrument showing all 
the parts. The armature and the 
primary current generating coil 
, carried on it are shown in the lower 
i part of the figure. At the left end 
' of the armature shaft is the in- 
! terrupter ^d immediately above 
it the distributor. The condenser 
is directly above the armature, and 
J under the arch of the magnets is 
the induction coil with its primary 
and secondary windings. This 
magneto is complete in itself, the only external wiring necessary being 
the leads to the spark plugs and another lead to the switch for grounding 
the current generated in the armature winding. This switch is used for 
stopping the engine. 
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The Kingston magneto was developed for heavy duty engines such as 
those used in trucks and tractors. The large size of these engines pre- 
vents their being cranked at anything but the slowest speeds. In order 



Fia. 24S. — Sectioaal view of Kingston model O high-tension magneto. 



Fio. 246, — Kingston irapulae Btartfii". 

to insure a good spark at the low cranking speeds, the impulse starting 
mechanism, shown at the right end of the armature shaft in Fig. 244 
and disassembled in Fig. 246, is installed in the magneto drive. The 
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impulae starter consists of a driving and a driven member with a coiled 
spring between them. At low speeds, a third ring-shaped member drops 
at each revolution and a projection on the ring engages a projection on the 
body of the magneto, thus preventing the further rotation of the arma- 
ture shaft. The driving member continues to rotate and winds up the 
coiled spring. At a certain point, the projection on the ring member 




Advanced spark. Retarded apark. 

Flu. a47.— Horseahoe-typo magnetos — relative positions of armature and magneta at 

the moment of sparking. 

slips off of the stop on the magneto body. This releases the coiled spring 
and it immediately unwinds, driving the armature forward with a quick 
jerk past the firing point and giving a hot spark for starting. At ordinary 
engine speeds, the ring member is kept from dropping and engaging the 
atop by centrifugal force. Under this condition, the magneto is driven 
constantly at engine s 




FlQ. 



S.^Mea magneto — relative position of „, 
of sparking. 



Hetarded spark. 

and magneto t 



the moment 



122. The Mea Magneto. — The Mea magneto, which departs in 
several particulars from the usual magneto construction, is designed 
to give a wide range of ignition without affecting the value of the spark- 
ing current. In the ordinary horseshoe type of magneto with fixed 
magnets, any change in the time of the spark means that the spark 
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is produced at a different position of the armature with respect to the 
magnets as shown in Fig. 247. This naturally hmits the spark range 
to that part of the current wave in which suitable ignition can be ob- 
tained. The Mea magneto shifts the magnets with the interrupter, 



Fio. 250.— The Mea magneU). 

as shown, in Fig. 24S, so that the armature is always in the same rela- 
tion to the magnets, regardless of the'advance or retard of the spark 
timing lever. With the standard types of Mea magnetos the spark- 
ing range is from 45° to 70°. If necessary this range can be increased. 



Fio. 251. — Section of Maa type BH4 magneto. 

Although the Mea magneto is also offered with dual equipment for 
battery starting, the makers claim that the battery starting is not 
needed because of the fact that the magneto always takes full advan- 
tage of the armature current. 
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The magnets are bell-shaped, as shown in Fig. 249, and are so placed 
that their axes coincide with that of the armature. The exterior is 
seen in Fig. 260, the magnets, distributor, and interrupter housing 
beinj? cradled in the frame. of the base of the magneto. The timing 
lever is shown at the right, attached directly to the magnets. Figure 
261 shows the internal arrangement. The armature is of quite con- 
ventional design with the driving connection at 32, the condenser at 
21, the high-tension collector at 4, and the interrupter at the extreme 
right. The interrupter is built on a disc, 13, which carries the platinum 
contacts at 12, the movable contact being adjustable and supported 
by a spring, 14. This spring is in turn fastened to the insulated plate, 
15, which receives the armature current through the screw, 16. The 
interrupter is actuated by the fiber roller, 17, which is also carried by 
the disc, 13. This roller is actuated by a cam disc, 18, which is provid- 
ed with two projections and is attached to the field structure. In 
this way the spark is secured at certain definite relative positions of 
the armature and magnets. 



CHAPTER VIII 

MODERN HIGH-TENSION MAGNETOS— INDUCTOR TYPES 

123^ Principles of the Inductor Type Magneto. — Two low-tension 
magnetos of the inductor type, the Remy type RL and the. Ford, have 
been considered in Chapter VI . In these two magnetos the cur- 
rent is generated in coils which do not revolve but are stationary. In 
the Ford magneto, the coils are mounted on a supporting plate while 
the magnets are mounted bin the flywheel and revolve past the station- 
ary coils. As the. magnets pass these coils, the magnetic lin^s of force 
from the magnets cut the windings of these coils and generate a cur- 
rent in them. In this instance, the coils are stationary and the magnets 
revolve, in contrast to the usual magneto that has been described up to this 
time. In the Remy type RL low-tension magneto, both the coil 
and the magnets are stationary, the magnetic lines of force being made 
to cut the windings of the coil by the movement of a rotating element 
consisting of two heavy wings of iron, and known as the rotor or induct- 
or. The movement of these two heavy wings of iron between the coil 
and the magnets reverses the direction of the lines of force through the 
coil. At the moment of reversal a strong current is induced in the 
coil; consequently, this type of magneto is known as an inductor mag- 
neto and all magnetos of this class, that is, with stationary windings, 
are said to be of the inductor type. 

The essential difference between the inductor type magneto and 
the rotating armature type magneto is that in the rotating armature 
type the magnetic lines of forces are nearly stationary and the arma- 
ture rotates, causing the windings on the armature to cut the station- 
ary (or nearly stationary) lines of force. In the inductor type 
magneto, on the other hand, the coil or winding is stationary, while 
the magnetic lines of force are made to change their position with re- 
spect to the coil by the rotating inductor, thus causing the moving 
lines of force to cut the stationary winding or coil. The stationary 
winding on the inductor type magneto has certain advantages, among 
which may be mentioned the absence of numerous sliding electrical 
contacts. 

Figure 252 illustrates the methods employed in generating current 
in the two types of magnetos. The revolving armature type magneto 
is represented by the drawing on the left. The magnet is stationary, 
the coil or wire being moved up and down between the poles. This 
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motion causes the wire to cut the lines of force of the magnet and sets 
up currents that flow back and forth in the wire as the wire is moved 
up and down. These currents are shown by the vibration of the hand 
on the current indicator. The right-hand drawing shows the action 




e typo. Inductor type. 

Fto. 252.^ — CompariBOD of the methode of generating current in revotving 
inductor types of magnetos. 

in an inductor type magneto. The wire loop is placed on the edge 
of the shelf and the poles of the magnet are moved up and down past 
the wire. This motion of the magnet causes the lines of force to cut 



Model T. Model TK. 

Fia. 253. — K-W inductor type magnetos /or high speed aul«mobile engines. 

the wire loop and sets up currents that flow back and forth in the loop 
as in the previous case. 

124. TTie K-W High-tension Magneto.— The K-W high-tension 
magneto is made in two models, the model T illustrated in Fig. 263, 
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suitable for high-speed engines with small cylinders, and the Model 
H illustrated in Fig. 254 suitable for large slow-speed heavy duty 
engines. Both models may be fitted with the K-W impulse starter 
for easy starting of engines that are so large that hand cranking is im- 



Mod«l H. Model HE. 

Flo. 2S4. — K-W inductor type mBgnetos tor low speed, heavy duty engines. 

poBflible at any but the slowest speeds. The K-W magneto, being 
of the true high-tension type, is complete in itself, requiring no external 
coils or other apparatus. 



Fio. 265. — Interior view of K-W magneto showing rotor and coit. 

Figure 255 shows the simple internal construction of the K-W mag- 
neto. Instead of having wires wound longitudinally around a revolving 
armature, it has a stationary flat winding of the "pancake" type as is 
shown in the center of Fig. 256. The rotor changes the direction of 
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magnetic flux through the winding four times per revolution. It re- 
volves on two seta of annular ball bearings and does not rub against or 
touch any part of the magneto. The breaker or interrupter is mounted 
on one end of the rotor shaft. 



Flo, 266,— K-W n 



Fig. 257.— Magnetic circuit in tho K-W magneto. 

The principle on which the K-W high-tension magneto operates is 
shown in Fig. 257. This is a perspective view of the stationary coil, 
the pole pieces, and the rotor. The rotor is made up of two rectangu- 
lar blocks of soft iron. These blocks are not made of one solid piece, 
but are built up of thin sheet iron stampings. This laminated construe- 
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tion has been found best for all parts of electrical apparatus that are 
subjected to the rapid reversal of magnetic lines of force since it reduces 
certain losses present in the solid construction. The two rotor blocks are 
placed at right angles to each other some distance apart on the rotor 
shaft. The space between the blocks is occupied by the coil which is 
supported in this position and remains stationary, while the rotor shaft 
turns within it and the rotor blocks rotate on either side. The pole 
pieces do not extend completely around the moving parts, as in the rotat- 
ing armature type of magneto, but extend only over the upper portion 
of this space. The drawing to the left in the figure shows one end. of the 
rotor block on the far side of the coil in contact with the N pole piece 
and one end of the near rotor block in contact with the S pole piece. In 
this position of the rotor the magnetic path from one pole to the other is 
as follows: The magnetic lines leave the N pole and pass through the 
far rotor block until they come to the rotor shaft, then pass through the 
rotor shaft and through the center of the coil to the other rotor block 
from which they enter the S pole of the magnets. The drawing to the 
right in the figure shows conditions one-quarter of a revolution of the rotor 
later. The near rotor block is now in contact with the N pole while the 
far block is in contact with the S pole. The path of the magnetic lines 
of force is now from the N pole into the near rotor block, through the 
rotor shaft and the center of the coil to the far rotor block and into the S 
pole. The arrows in the two drawings show the magnetic path in 
each case. It will be noticed that the direction of the magnetic flux 
through the center of the coil is. opposite in direction in the second case 
to what it was in the first case. The reversal takes place every time the 
rotor is turned one-quarter of a revolution. This reversal of the magnetic 
flux through the coil every quarter revolution gives four current pulses 
every revolution. The rotating armature type magneto gives only two 
pulses of current per revolution. The K-W magneto, therefore, is 
capable of furnishing ignition for any engine at but one-half the custom- 
ary magneto speed. The ability to furnish four sparks per revolution 
is of great advantage in eight- and twelve-cylinder engines. The mag- 
neto shaft in an eight-cylinder engine, using a magneto of this type, 
rotates at crankshaft speed, while that for a twelve-cylinder rotates at 
one and one-half times crankshaft speed. Other types of magnetos 
producing two sparks per revolution of the armature require a magneto 
speed of twice crankshaft speed for the eight-cylinder engine and three 
times crankshaft speed for the twelve-cylinder engine. 

Figure 258 shows the current wave generated by the shuttle type 
magneto, and Fig. 259 shows the current wave produced by the K-W 
magneto. The K-W construction gives twice the number of current 
impulses per revolution. 

A cross section of the K-W model T high-tension magneto is shown 
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ill Fig. 260. This shows the winding between the two rotor blocks in the 
lower part of the magneto. This winding consists of two parts, the pri- 
mary and the secondary. The breaking of the primary circuit builds 




up in the secondary circuit the high-tension surge of current which 
is distributed to the proper spark plug by the distributor at the upper 
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right part of the figure. The condenser is located under the arch of the 
magnets as shown at ld5. 

The impulse starter used on the K-W magneto is similar to the ones 
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already described. However, instead of being automatic in its operation, 
thus coming into action every time the speed of the engine drops below 
a certain point, it is normally rendered inactive by a latch or catch. 
This catch must be tripped before cranking the engine, thus allowing 
the impulse starter to come into play and snap the rotor rapidly past 
the firing point, giving a hot spark for starting. As soon as the engine 
fires and comes up to speed, the catch automatically hooks up and again 
renders the impulse starter inactive. K-W magnetos fitted with the 
impulse starter are designated by the letter K following the regular 
model letter. For instance, a model T magneto fitted with an impulse 
starter is known as a model TK. The impulse starter is shown in place 
on the model TK in Fig. 253 and on the model HK in Fig. 254. 



FlQ. 261. — K-W model T magneto with breaker housing removed. 

The K-W model T high-tension magneto is shown in Fig, 261 with the 
breaker housing removed for the purpose of showing the construction of 
the interrupter. The breaker points, C, are carried on the breaker housing 
and may be examined and adjusted with the magneto running. The 
breaker housing fits into the cup or recess B and is held in place by the 
retaining spring marked T-53 which fits over the stud AA and is held on 
by the insulating washers, hexagonal nuts, and thumb nut shown at A. 
These washers, nuts, etc. are shown correctly assembled on the stud at 
D. In assembling the breaker housing parts, care should be taken that 
these washers are put on exactly as shown. The dust should be cleaned 
off of the breaker housing and other parts of the magneto at frequent 
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intervals. Any rough edges on the contact points should be smoothed off 
with a fine file or oil stone. 



Fio. 262.— Circuit diagram, K-W model T hieh-teosion magneto. 

Figure 262 is the circuit diagram for the K-W model T high-tension 
m^neto. The primary and secondary windings are contained in the 
- - stationary coil- Theignition switch serves to 

ground the primary current when the engine 
is to be stopped. The high-tension winding 
is protected by a spark gap. A condenser is 
connected in parallel with the breaker points 
for the purpose of preventing excessive spark- 
ing at the points and to absorb the arcing, 
or hang-over current, thus causing a rapid col- 
lapse of the primary field and producing a 
more vigorous spark in the secondary circuit. 
The K-W model W magneto, Fig. 263, is 
a high-speed instrument especially designed 
for airplane engines of eight or twelve cylin- 
Pia. 263.— K-W model w ders. The distributor block is of liberal 
magneto for an eight-cylinder dimensions, permitting the distributor seg- 
ments to be spaced sufficiently far apart to 
eliminate any possibility of arcing between segments. The circuit 
breaker parts are of ample size to withstand the rapid movements and 

■©■©■© 

Fio. 264, — K-W magneto interrupter cams. 

vibrations of the high-speed magneto. The possibility of ignition failure, 
due to the loosening of screws, is prevented by using rivets to hold the 
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important parts together. The construction throughout is very rugged. 
For engines which are hard to pull over compression in starting, the reg- 
ular K-W impulse starter may be fitted. 

The interrupter cams used with the K-W magneto are shown in 
Fig. 264. These are made to give a single spark, two sparks, or four 
sparks per revolution of the rotor shaft. The speed of the rotor varies 
with the number of cylinders on the engine. A single-cylinder four-stroke 
engine magneto uses cam No. 1 and is driven at crankshaft speed. This 
gives a spark at the end of the exhaust stroke as well as at the regular 
firing time. The two-cylinder engine magneto uses cam No. 1 at crank- 
shaft speed, giving one spark per revolution of the crankshaft. The 
three-cylinder engine uses cam No. 1 driven at IJ^ times crankshaft 
speed. The four-cylinder engine uses cam No. 2 at crankshaft speed, 
giving two sparks per revolution of the crankshaft. The six-cylinder 
engine uses cam No. 2 at l}i times crank- 
shaft speed, giving three sparks per rev- 
olution of the crankshaft. The eighth 
cylinder engine uses cam No. 3 driven at 
crankshaft speed, giving four sparks per 
revolution of the crankshaft. The twelve- 
cylinder engine uses cam No. 3 driven at 
1^ times crankshaft speed, giving six 
sparks per revolution of the crankshaft. 
The large number of current impulses per 
revolution of the rotor allows the K-W 
magneto to be driven at a relatively low 
speed — a decided advantage in high-speed 

w 1- J ■ -.,.■ = r p, 366.— The Dixie high-tension 

multl-cylmder ignition. tour-cylinder magnate, model 46. 

126. The Dixie Magneto for Four- and 
Six-cylinder Engines. — The Dixie high-tension magneto, the four-cylinder 
model of which is shown in Fig. 265, is a typical inductor type instru- 
ment operating on what is known as the "Mason Principle," with a 
stationary winding and a rotating inductor or rotor. The construction 
and general arrangement of the various parts are shown in Fig. 266, 
which is a front view with the distributor block and the breaker covei 
removed; and in Fig. 267, which is a sideview, with the coverand one mag- 
net removed. The magnets and rotating element are shown in Fig. 268 

It will be noted that the magneto consists principally of a pair of mag- 
nets, a rotor, a field structure, a winding, an interrupter, and a condenser 
The rotor. Fig. 269, consists of two revolving wings, JV and iS, separated 
by a bronze center-piece, B. The ends of the wings are brought intc 
contact with the poles of the magnets, as shown in Fig. 268, and, there- 
fore, bear the same polarity of magnetism as the poles of the magnets 
with which they are in contact. This polarity of the wings is always the 
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same as there is no reversal of magnetism through them. The rotor is 
surrounded by a field structure which carries laminated pole extensions, 
on which the winding with its laminated core is mounted. As the rotor 
revolves, the magnetic flux penetrates the core of the winding, first in 
one direction and then in the other, according to the position of the 
rotor in relation to the poles of the field structure as shown in Figs. 270, 
271, 272, and 273. Figure 271 shows the rotor in such a position that the 
flux enters wing N, passes through the core C, and returns to wing S of 
the rotor. Figure 273 shows the flux passing through the coil in the 
reverse direction. 



DiBtributor dlH:. 



12. Washer for 



Fig. 266. — ^Front view af Dixie magneto with distributor head and breaker cover remuved. 

The greatest intensity in the primary circuit occurs when the rate of 
change of flux or magnetic lines of force through the core is a maximum. 
This occurs when the rotor is in the position shown in Fig. 272, where the 
rotor wings have just reversed the direction of flux through the core, the 
gap between the trailing wing corner and the pole piece being from .015 in. 
to .035 in., preferably .020 in. Consequently, the interrupter contact 
points should be adjusted to break the primary circuit when the rotor 
is in this position. A circuit diagram of the magneto is shown in Fig. 274 
from which it will be seen that the primary circuit is of the interrupted 
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primary current type. The breaking of the primary circuit induces a 
high-voltage current in the secondary winding, this current being directed 
to the proper spark plug by a distributor driven by a gear on the rotor 
shaft. The condenser, one terminal of which is connected to the insulated 
end of the primary coil and the other terminal grounded to the magneto 
frame, is mounted on the top of the coil. 



Magnet. 15. Primary iead tube cl»inp. 
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primaiT lead to winding. 24. Screw and waaher tor taatening winding to 

13. Screw and waiher for fastening primary lead pole structure, 

tube elamp, 
Fio. 207. — Side view of Diiie maEQBto with cover and one magnet removed. 

One of the outstanding features of the Dixie magneto le the shifting 
of the pole pieces with the timing lever, upon advancing and retarding 
the spark. This permits the breaker to interrupt the primary circuit at 
all times, when the primary current is flowing at its maximum, thus caus- 
ing a spark of maximum intensity at all positions of the breaker. 

Since the coil windings are not on a revolving armature, the interrupter 
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is built like that for a low-tension magneto; that is, the intetruptet 
mechanism is mounted on the in- 
terrupter housing and the cam is re- 
volved with the rotor shaft. This 
construction permits the adjusting of 
the contact points with the engine 
and magneto running. The contacts 




Fio. 270 t« 273. — ShowiDE the principle of the Dixie masneto. 



Fia. 274. — Circuit diagram of Dixie high-tension magQeto, model 46. 

are made of platinum and should be adjusted to open .020 in. This 
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adjustment can be made with a screwdriver, as shown in Fig. 275, by 
turning the stationary contact screw after loosening the clamp screw 
which holds it firmly in place. Care must be exercised to retighten the 
clamp screw after adjusting. 

Magneto Switch. — Extending through the magneto breaker cover is 
an insulated terminal which is connected to the insulated end of the 
magneto primary winding. This terminal is also connected to a ground- 
ing switch by which the primary winding can be grounded or short 



© 



Fio. 276. — Adjuating contact jointH, Dixie magneto odel 46. 



Pio. 276. — Dixie mBgneto Bwit«h. FiQ, 277. — Aoro four-cylinder magnato. 

circuited, and ignition prevented. The Dixie magneto switch is shown 
in Fig. 276. The wire leading from the magneto is attached to one of' the 
terminals on the back of the switch and the other terminal on the switch 
is grounded. The ignition is locked when the switch lever is in the 
"OFF" position. When in this position, the switch lever may be 
taken out, preventing the operation of the magneto. 

126. The Splitdorf Aero Magneto. — The "Aero high-tension magneto, 
Fig. 277, resembles very closely the Dixie magneto, of which it may be 
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said to be the outgrowth since the principle of operation of the Dixie 
magneto has been modified and improved upon in the Aero mai^neto. 
The principal changes made in the Aero magneto, as contrasted with the 
Dixie magneto, are in the rotor and in the shape of the pole pieces. The 
rotor of the Aero magneto for four-, six-, and eight-cyhnder engines has 
four lobes or shoes, as shown in Fig. 278, while the Dixie rotor has but 



« 



Fio. 278. — 'Rotatiog poles, bearings, and field of Aero Magneto. 

two lobes. Fig. 269. The difference in the pole pieces may be noticed 
by comparing Fig. 279 and Fig. 280, with Figs. 270-273. The pole 
pieces in the Aero magneto do not extend completely around the rotor as 
in the Dixie magneto, but are confined to the upper quarters of the circle. 
The Aero magneto generates four current impulses in the primary 
winding per revolution of the rotor. However, only one-half of these 
current impulses are used to producea spark 
at the spark plug. The current wave of the 
Aero magneto is very similar to the wave 
shown in Fig. 258, where it will be seen that 
of the four current impulses produced per 
revolution of the rotor, two are drawn 
above the axis and two are drawn below 
the axis. The impulses above the axis are 
called positive loops and indicate that the 
current is flowing in a given direction 
279 280 through the circuit. The impulses below 

Fi«. 279 and 280.— Reveraal the axis afe called negative loops and in- 
?iS""i;. """"'"""'' <!!<!!"« "■»' 'lie """-enl is flowing in the 
opposite direction through the circuit. The 
high-tension surges of current produced in the secondary circuit by the 
opening of the breaker points also reverse in direction, so that the high- 
tension current will jump from the center electrode of the spark plug 
to the shell at one spark, and from the shell to the center electrode at the 
next spark. In the Aero magneto, the breaker points open only on the 
positive loops, thus creating current surges only in one direction in the 
high-tension circuit. 
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With this construction, the high-tension current produced in the 
secondary winding and delivered to the spark plugs is uniform; that is, 
the high-tension current from the magneto to the spark plugs flows in one 
direction only and this direction is such that the current always jumps 
from the shell to the center electrode. The manufacturers claim that 
this constant direction of the spark insures a spark of great intensity, 
uniformity, and superior igniting power. 

The operation of the rotor in changing the direction of the magnetic 
flux through the core of the coil is shown in Fig. 279 and Fig. 280. In 
Fig. 279 the magnetic flux goes in one direction through core 5. When 
wing N is opposite 3, flux goes through 3 and 5 to 4, back to wing S of 
opposite polarity. Until the wing TV has passed the leaving pole piece 3, 
the action of the cam holds the platinum contacts of the breaker apart, 
thereby preventing current from being induced in the primary winding 



Fio. 281. — Aero magneto with distributor block and interrupter cover removed. 

on core 5, leaving the core free from magnetic interference and preparing 
it for a powerful magnetic and electrical action when the polarity of the 
field structure and core is reversed upon further rotation. 

In Fig. 280, the magnetic flux goes in the reverse direction through 
core 5. Wing N has now moved over to 4 and the direction of the flux 
is reversed, going from 4 through 5 to 3. When wing S passes the leaving 
pole piece 3, the action of the cam separates the platinum contacts of the 
circuit breaker, thus breaking the primary circuit. The four wings of 
the rotor are alternately of north and south polarity. When the wings 
of north polarity pass the field poles, the platinum contacts remain 
separated; this prevents the production of primary current. At the 
same time the magnetism of the field poles and the core of the winding 
are brought to a state of absolute zero, after which the contact points 
come together. When the wings of south polarity pass the field poles, 
thus cutting the magnetic lines of force, the contacts are separated at 
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the moment of greatest magnetic intensity in the core of the winding — 
once in 180°— and the unidirectional high-tension current is carried to 
the spark plug. 

The Aero magneto with distributor block and interrupter cover 
removed is shown in Fig. 281. The contact points and interrupter lever 
are mounted on the inside of the breaker housing. The cam is carried by 
the rotor shaft and has two lobes breaking the primary circuit every 
180° of rotation of the shaft. The contact point? may be adjusted while 
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Fio. 2H2,-— Aero magneto. 

the magneto is running, similar to the manner shown in Fig. 275. The 
contact points should separate .020 in, or J^^o ^^- when the fiber block on 
the interrupter arm is on the highest part of the cam. The circuit dia- 
gram of the Aero magneto is the same as that for the Dixie magneto, Fig. 
274. Figure 282 and Fig. 283 show the Aero magneto with many of the 
parts designated. The resemblance to the Dixie magneto is quite marked. 
Figure 284 is a side view of the Aero magneto showing the points 
requiring oiling. The frequency of oiling depends upon the nature of the 
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service to which the magneto is subjected. In general, it may be stated 
that the magneto should be oiled at A with four drops of light oil every 
20 hours of operation; at B with two drops of light oU every 20 hours of 
operation; and at C one drop of light oil should be applied to the bearing 
of the breaker arm with a toothpick every 200 hours of operation. Fig- 
ure 285 shows the breaker base and the hole for oiling the breaker arm 
bearing. Every possible precaution should be taken to prevent oil 
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from getting on the platinum points as this would result in Sashing at 
the contact points when running, and consequent misfiring of the engine. 

The operation of the magneto is controlled by the magneto or ground 
switch, Fig, 286. In the "ON," or running position, the primary cur- 
rent is completed through the circuit breaker, and sparks are produced 
at the plugs.' In the "OFF" position, the primary current is grounded 
and ignition prevented. The insulated post on this switch should be 
connected to the terminal on the breaker cover of the magneto. The switch 
"iteelf is grounded through the metal dash on which it is mounted. In 
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case the switch is mounted on a wooden support, a ground wire should 
be run from one of the screws or bolts hiding the switch in position 
to some convenient nut or bolt on the engine. 

127. The Splitdoif Aero Magneto with Impulse Starter.— Figure 287 
shows the Splitdorf Aero model 448 four-cylinder magneto fitted with 
the Splitdorf impulse starter. This 
equipment facilitates the starting 
^,„-^ of hand-cranked engines direct from 

_@__^ the magneto. As in other impulse 




Pio. 284. — Sids view ot Aero inaB- 
oeto Bhowicg poiDtH to be oiled. 



Fig. 285. — Point for oiling breaker arm 
on Aero magneto. 

starters, this device permits the production of a strong magneto spark 
at the lowest possible cranking speed, or in other words, the action of the 
ijnpulse starter may be compared to cranking the engine at about 500 
turns per minute. A housing. Fig. 288, at the drive end of the magneto 



Fia. 286. — Aero magneto i 



contains the operating parts of the impulse starter, and a small lever pro- 
je.itB from the housing for the purpose of engaging the mechanism. Figure 
289 shows the rear view of the magneto with the impulse starter 
cover removed. Figure 290 is a sectional view of the starter, showing 
details of construction and operation. The member A is keyed to the 
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drive shaft of the magneto and contains the notches C and Z>. The pawl 

E carries projections F and G, and is movable about the axis H. The 

cam member J has two cams, K and L, and also carries the trip lever M. 

When the engine is being started, the parts of the starting mechanism 



rotate at low speed and the centrifugal force is not sufficient to throw the 
trip lever M out from the center; hence, the point A'' of the lever engages 
with the projection G of the pawl and causes projection F to engage with 
notches C and D. 



Pio. 290. — Sectional view of^Aero impulse startflr. 

The member A is now prevented from turning, but cam member J 
continues to turn and compresses the coil spring U inside of A until cam 
K orL releases the projection F. The coil spring then causes the member 
A to rotate at high speed, carrying the magneto shaft with it, and produc- 
ing a strong spark in the cylinder. This spark always occurs several 
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degrees past the upper dead center, regardless of whether the spark lever 
is advanced or retarded, thus making the starter safe. 

The pawl projection F continues to engage in notches C or D until 
the speed reaches 150-200 r.p.m,, at which speed the blow from the cam 
is sufficient to throw the pawl E against the stop X, to an inoperative 
position. At this speed, the trip lever M is thrown out by centrifugal 
force, so that it no longer engages with pawl projection G. This permits 
the engine to throttle down to idling speeds without the trip lever engag- 
ing. The lever P on the side of the housing is provided in order that the 
pawl E may be engaged by hand if necessary. The stop X is adjustable ; 
moving it to the right permits thestarter mechanism to comein or function 
at lower speed. 

Figure 291 shows the coil springs used with the impulse starter and 
also the method of inserting a new spring. The longer spring is the main 
spring and the one which is compressed by the action of the starter, con- 
sequently driving the magneto shaft forward at the proper moment. 
On account of the strenuous service to 
which this spring is subjected, it sometimes 
breaks and must be replaced- A new 
spring can be easily inserted by putting a 
nail or pin through the opening in the side 
of the housing in the lateral hole of mag- 
neto member A, the ends of the spring 
being inserted in the recess first. The 
middle section can then be pressed in with 
ease. The smaller spring is provided as a 
Fia. 291. — Springfl uaed in Aero l- j i i lu u i 

impulse Btarfer. oushion to take up the shock or jar pro- 

' duced by the rapid action of the mechanism. 
Care should be taken never to throw the impulse starter into action when 
the engine is running, as grave damage may result to the operating parts. 
128. The Aero Magneto with Battery Starting Connections. — The 
Aero magneto may be furnished with two terminals on the breaker cover, 
the second terminal being for the purpose of admitting battery current 
to the primary winding for starting. When so equipped, the four-cylinder 
magneto. Fig. 292, is known as model 449, 

By introducing battery to the primary winding on the magneto, it is 
possible to obtain hot sparks when the magneto is making as low as 5 to 
10 revolutions per minute. This introduction of the battery current 
facilitates the starting of the engine under difficult conditions and does not 
interfere with the regular operation of the magneto in any way. The 
wiring diagram for this arrangement is given in Fig. 293. The terminal 
marked M is connected to the insulated terminal on the starting motor. 
This allows the battery current to flow through the primary winding of 
the magneto when the starting switch is closed. Whenever the engine is 
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being started by the electric self-starting equipment, the battery sends 
current through the magneto windings, producing sparks the moment the 
engine turns over. When the starting switch is released, the end of 
the primary magneto winding which is usually grounded becomes 
grounded through the starting motor and 
the magneto operates in the usual way. 
The primary current flowing through 
these connections is of low voltage. 
The terminal marked G is connected to 
the magneto control switch for the pur- 
pose of cutting off the ignition to stop 
the engine. It is very essential that all 
connections be kept clean and tight. 

129. The Aero Magneto for Ei^t- 
cylinder Engines. — The Aero magneto 
shown in Fig. 294, for eight-cylinder auto- 
mobile engines, hasafour-lobedrotorand 
produces two sparks per revolution of the 
magneto shaft. This requires that the 
magneto be driven at twice crankshaft speed to produce the four sparks 
needed for each revolution of the engine. The distributor is driven from 
the magneto shaft by a 2 to 1 gear reduction. The eight-cylinder dis- 
tributor. Fig. 295, differs from the usual distributor in having the seg- 




magneta with battery starting. 



ments arranged in two rows of four segments each, instead of in one row 
of eight segments. This construction permits of a very compact group- 
ing of the distributor parts. The rotor. Fig. 296, has a double finger 
which makes contact with the two rows of segments. 
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The high-tension current from the secondary winding is collected 
by brush C, Fig. 296,' which bears upon a brasa plate on the coil aa- 
sembly. This brass plate is the terminal of the secondary winding, 
and the brush C makes contact with this plate in all positions of spark 



Fig, 294. — Aero magneto for eight-cylinder Flo. 295. — Aero eight-cylinder distributor, 
engines. 

advance. The high-tension current is conducted through the center 
of the rotor to brush D; then by means of the sector S in the distributor 
block, Fig. 295, the current is conducted to either of the two brushes, 
Al or SI. Brushes Al and Bl are connected, respectively, to brushes 
A2 and B2. Brushes A2 and B2 make contact 
with the distributor segments in the distributor 
block from which the cables lead to the spark 
plugs. The brushes Al and SI are placed 
alternately in electrical contact with the brush 



Fio. 206. — Aero eight-cylinder Pio. 297.— Aero twelve-cylinder magneto. 

D. They become alive only at the moment when their companion 
brushes, A2 and B2, are actually in contact with a segment in either of 
the two rows of segments on the distributor block. This arrangement 
makes it impossible for the spark to jump to the wrong segment. A 
spark received at any post of the inner row of the distributor block 
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will be followed by a spark from a post in the outer row of the block, 
which is 180° away from the post of the previous spark. 

130. The Aero Magneto for Twelve-cylinder Engines.— The 
Aero magneto for twelve-cylinder automobile engines, shown in Fig. 
297, has a six-lobed rotor and gives three sparks per revolution of the 
magneto shaft. It is driven at twice crankshaft speed to furnish the 
six sparks needed per revolution of the twelve-cylinder engine. The 
distributor, Fig. 298, which consists of two rows of six segments each 
moulded together in the distributor block, is driven at one-half the 
speed of the magneto shaft. The twelve-cylinder rotor. Fig. 299, is 
very similar to the eight-cylinder rotor, the only difference being in 
the size, and in the angularity of the brushes. In the twelve-cylinder 
model, a spark in the outer row of segments is followed by a spark in 
the inner row of segments at a post displaced 120° from the post of the 
first spark. . 



Fia. 299. — Aero twelve-cylinder 

131. The Aero Airplane Magneto.— The Aero magneto, as devel- 
oped for airplane use, is shown in Fig. 300. The construction differs 
somewhat from that of the other Aero magnetos which have been 
described,. chiefly in the arrangement of the distributor and in the shape 
of the magnets. The segments of the distributor are all in one row 
and the distributor rotor has but one finger or brush which makes con- 
tact with the distributor segments. The interior view of the eight- 
cyhnder airplane magneto, model 825, is shown in Fig. 301. This 
illustration shows the magnets of the airplane models to be square in 
shape instead of having a circular bend as in the automobile type. 
The design of the breaker box has been changed to provide for the 
increased size of the parts needed in airplane service. The terminal 
shown on the side of the magneto in Fig. 301 is provided for tapping, 
off current from the magneto for use in wireless telegraphy. 

An interesting method is employed in getting high-tension current 
for starting. At the ordinary cranking speed of airplane engines, the 
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magneto is revolved too slowly to give a good igniting spark. In the 
Aero airplane ignition aystem, a second high-tension magneto known 
as model 100 is provided for cranking. Figure 302 shows model 100 
and model 825 eight-cylinder magnetos as they are used on airplane 
engines. The auxiliary starting magneto may be turned by hand by 



the small crank, or it may be connected by gearing to the starting crank of 
the enj^ine. In the first case, an attendant turns the starting magneto 
while the engine is being cranked. In the second case, the cranking of 
the engine automatically turns the starting magneto at a high rate of 
speed. The starting magneto generates four sparks per revolution of the 



Fio. 303. — Aero model lOO Btarting magneto with modeE 825 sirplaoe masneto. 

magneto shaft. These sparks are introduced to the distributor of the 
regular magneto and from there are sent to the spark plug in that engine 
cylinder which happens to be in the^firing position at that instant. The 
use of the starting magneto thds gives a stream of high-tension sparks 
in the cylinder of the engine. The heating effect of the several sparks 
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which occur in each cylinder is such that the gas in the cyhnder is readily 
exploded and the engine starts quickly. As soon as the engine fires and 
comes up to speed, the regular magneto takes up its work and the. 
starting magneto is stopped. 




Fio. 304, — Internal wiring diagram of Aero aircraft type magneto. 

Figure 303 is the external wiring diagram of the system applied to an 
eight-cylinder airplane engine. Two main magnetos are employed, each 
having a set of spark plugs in the engine. The magneto control switch 
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is arranged bo that either or both of the main magnetoB may be used for 
ignition. When both are used, the gas in the cylinder is ignited from two 
widely separated plugs, resulting in a quicker burning of the gas and a 
more powerful and speedy engine. The starting magneto is connected 
to but one of the main magneto distributors. The figure shows the hand- 
turned starting magneto and also the method of driving it from the start- 
ing crank. The internal wiring diagram of the Aero magneto is shown 
in Fig. 304. 

132. Aero Magneto Adjustments. — The timing of the Aero magneto is 
taken care of by the adjusting of the breaker points and the setting of 
the rotor edge distance. The airplane types also have the additional 
adjustment of the distributor finger or brush. 

As in all magnetos, the breaker points of the Aero magneto should 
separate at the instant the spark is desired in the cylinder. Before this 



FiQ. 305.— Buizer test set for setting rotor edge dUtanoe. 

adjustment can be made, the rotor edge distance should be checked and 
adjusted. This can be accomplished by the use of a thickness gage and 
a buzzer test set. 

A buzzer t«st set is shown in Pig. 305. It consists of a case containing 
two dry cells with an electric buzzer mounted on the top. The buzzer is 
connected to the dry cells, and the circuit is brought to the two binding 
posts at the top of the case. Any metallic connection between the two 
binding posts will operate the buzzer. 

The magnet cover, magnets, winding, rotor cover, breaker cover, and 
condenser should be removed from the magneto whose edge distance is 
to be tested. A lead should be run from one of the binding posts on the 
buzzer set to the post that is fastened to the contact screw bracket of 
the magneto, and another lead should be run from the other binding post 
on the buzzer set to the post extending from the breaker base. These 
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leadB are shown in place in Fig. 306. The rotor shaft should be turned 
ID the direction indicated by the arrow on the drive end plate until the 
buzzer does not vibrate. The shaft should be held in this position and 
the distance of the rotor from the field pole checked; this distance should 
be from .050 in. to ,075 in. This distance is measured between the field 
pole and the rotor lobe that is leaving and not the one that is approaching 
the pole. 

If this distance is not within the limits mentioned above, the three 
slotted round nuts that hold the breaker to the magneto should be 
loosened and the breaker turned to the right or to the left until the proper 
edge distance ia obtained. The three nuta should be tightened securely 
and the edge distance rechecked. If correct, the cupped washer should be 
staked in the slots in the nuts. 



FiQ. 306. — Setting rotoc edge distance on Aero magceto. 

After the rotor edge distance has been properly adjusted, the breaker 
points should be adjusted to open .018 in. to .022 in. when the highest 
point of the breaker cam is in contact with the fiber bumper on the 
breaker arm. The rotor edge distance should be rechecked again and, 
if found correct, the magneto may be reassembled. 

The adjustment of the distributor brush in the airplane magneto is 
made necessary because of the introduction of the high-tension current 
from the starting magneto at this point. The carbon brush should be 
entirely on the segment, when the breaker points open, but it should not 
be so far on the segment that the rear edge of the brush is further than 
5^6 in, from the edge of approach of the segment. The carbon brush 
should not overlap the segment; if it does, the brush should be beveled 
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to the edge of the segment. This adjustment is pictured in Fig. 307. 
The small views at the side show the proper condition. 

Where two magnetos are tised on the same engine, one of them should 
be adjusted so that the firing point conforms to the setting reconomended 
by the manufacturer of the engine. The other magneto should then be 
synchronized with the first so that both magnetos will produce sparks 



Fill. 307. — Setting the distributor brush on Aero magneto. 

at exactly the same instant. This synchronizing should be made by 
means of adjustable couplings and not by the adjustment of the breaker 
points of the magneto. This adjustment should be checked at frequent 
intervals since the advantage of having two points of ignition in each 
cylinder is lost if the two sparks occur as much as HojOOo of & second 
apart. 



CHAPTER IX 

CARE AND REPAIR OF IGNITION APPARATUS 

133. Methods of Mounting Ignition Apparatus. — Ignition equipment 
must always be driven at some definite gear ratio to the engine. This is 
accomplished by driving the apparatus by a chain or gears from the 
crankshaft of the engine. The number of teeth on the sprockets or gears 
is such that the proper gear reduction is obtained. The four-stroke 
cycle engine requires an explosion in each cylinder every two revolutions 



Fio. 308. — Ford eagiiie Bhowing location of timer. 

of the crankshaft; thus every cylinder on the engine is fired during two 
complete revolutions of the crankshaft. The order in which the cylinders 
fire is called the "firing order " of the engine. The timer or the distributor 
directs the current so that each cylinder gets a spark in the proper order. 
The Vibrating Coil-timer System. — A typical example of this type of 
ignition system is that installed on the Ford engine. The timer is 
located at the front end of the engine, as shown in Fig. 308, and is driven 
by an extension of the camshaft. With the exception of the low-tension 
magneto, the timer is the only moving part of the Ford ignition system. 
The magneto, however, simply acts as a source of low-tension current for 
the ignition system and has nothing to do with the distribution of current. 
In fact, the magneto may be replaced by an electric battery, either dry 
cells or storage, and the system will function the same as before. The 
IS 225 
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low-tenaion current is conducted from the timer terminals to the four 
vibrating coils mounted on the dash. The high-tension current gen- 
erated in the coils is taken to the spark plugs in the cylinders by heavily 
insulated high-tension cables. 

The Non-vibrating Coil Distributor System.~ln the battery ignition 
systems employing a single non-vibrating coil with a distributor in the 
high-tension circuit to direct the high-tension current to the proper spark 
plugs, the distributor must be driven at one-half crankshaft speed. The 
cam operating the interrupter is usually mounted on the distributor 
shaft and has as many points as there are cylinders on the engine. The 
interrupter and distributor unit is mounted vertically and driven by 
"one to one" gears from the camshaft of the engine. Figure 309 shows 
the Deico ignition system as installed on the Nash Six engine. The igni- 



Fio. 309.— Delco ignition unit on Nash Six. 

tion unit, consisting of the interrupter and distributor, is shown on the 
aide of the engine. The shaft of the unit extends down into the crank 
case of the engine. At the lower end of this shaft is a spiral gear which 
meshes with a spiral gear of the same size carried by the camshaft. The 
high-tension cables leading from the distributor to the spark plugs are 
placed in the metal tube shown passing around to the left of the engine 
cylinder block. The non-vibrating coil and the ignition control switch 
are mounted on the dash. 

Another common method of mounting the interrupter-distributor 
ignition unit is shown in Fig. 310. The ignition unit is carried at one 
end of the electrical generator and is driven by spiral gears from the gen- 
erator shaft. The generator in turn is driven by the train of gears in 
the timing gear case of the engine. The engine is shown with the timing 
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Fia. 3U. — Magneto iDHtallation on Packard Model E truck engine 
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gear case cover removed. The lower gear is mounted on the crankshaft 
of the engine; the large gear above is the camshaft gear; the small gear 
to the left is the generator and pump shaft gear. The crankshaft gear 
has 36 teeth ; the generator gear has 24 teeth ; consequently, the generator is 
driven at 1^ times crankshaft speed. The ignition unit must revolve at 
one-half crankshaft speed, and, therefore, has a 3 to 1 reduction at the spiral 
gears on the distributor and generator shafts. 

Other methods of mounting the distributor unit are shown in Figs. 
89, 102, 156, 160, 163, and 167. A study of these illustrations will 
indicate the method of obtaining the convenient mounting and correct 
gear reduction required for this class of ignition equipment. 



Fia. 312. — Chain driven masneto on Coatinental engine used on tbe 3}^ ton Oneida truck. 

Magneto Drives. — The magneto is usually mounted with the shaft 
horizontal and is driven by a gear meshing with the camshaft gear at the 
front end of the engine. Figure 311 shows the magneto installation on 
the Packard model -E truck motor. The magneto is mounted on a 
bracket on the right side of the engine crank case and is driven by a gear 
meshing with the camshaft gear as shown. The high-tension cables are 
protected by a tubular container. The only part of this ignition system 
not shown is the control switch mounted on the dash. 

On some engines, the magneto is chain driven, as shown in Fig. 312, 
which illustrates the Continental engine used on the 3)-^ ton Oneida 
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truck. The magneto is mouDted above the electrical generator and is 
chain driven from the pump shaft which also drives the generator. 



1 always provided with a 



FiQ. 313. — Magneto moliDtiDg on Dueeenberg engine. 

Figure 313 shows the magneto mounting on the Duesenberg engine. 
The magneto is driven by a transverse shaft at the front end of the 
engine. 

134. Magneto Couplings. — The engine i 
bracket to which the magneto isfitted. 
A suitable shaft drives the magneto. 
Due to the difficulty of lining up the 
center of the magneto shaft with the 
center of the - drive shaft, a fiexible 
coupUng is provided between the ends 
of the two shafts. This flexible 
coupling allows the magneto to be 
driven satisfactorily even with the two 
shafts considerably out of alignment. 
The flexible coupling acts as a universal joint. 

A flexible coupling often used for magneto drives is the Oldham coup- 
ling shown in Fig. 314. The Oldham coupling consists essentially of 
three parts, the end pieces A and B and the center piece C. One of the 
end pieces is fastened to each of the two shafts to be coupled. These 
pieces each have a slot cut across their opposing faces. The center ipece 




Fio. 314. — Oldham flexible coupling. 
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C has two splines, one on either side, at right angles to each other. When 
tte joint is assembled, the piece C is held between the two end pieces and 
cannot escape. The power is readily transmitted through the three 
parts, the construction of which permits of some angularity between 
the two shafts. 

A very efficient type of magneto coupling is shown in Fig. 315. In 
this coupling each of the two shafts to be joined terminates in a forked 
member. This member has a hole in each end and is bolted to a heavy 
leather or fiber disc. The second forked 
member is fastened to this disc at right angles 
to the first. This construction permits the 
coupling to accommodate itself to any angu- 
larity that might be present between the two 
shafts and at the same tune the flexible 
nature of the disc enables the coupling to 
absorb the mechanical shocks which might 
otherwise be transmitted to the magneto from 
the engine. This coupling needs very little 
Fi 31S— PI bi d' attention and no lubrication. 

coupiinB- The Uniflex flexible joint. Fig. 316, is also 

adaptable for driving a magneto. The joint 
consists of two shaft members and a set of blocks. The shaft members 
are jawed hubs, so designed that theyengage with each other through 
the blocks. The blocks are built up of six sections and may be faced 
with fiber, wood, or any other material used for magneto drives. When 
the sections are covered in this way, the joint is insulating and shock 
absorbing and requires little lubrication. 

136. Bearings and Lubrication. — The moving parts of an ignition 
apparatus must of necessity be of 
light construction and must rotate 
at high speed. These parts are, 
therefore, provided with the best 
grade of anti-friction bearings. 
The ball bearing lends itself admir- 
ably to this type of service and is j.^^ 3i6.-The Umae. coupling. 
generally used, although some 

battery ignition units have plain bearings lined with bronze or other 
anti-friction metal. 

The magneto armature shaft and the distributor shaft are mounted 
upon ball bearings as shown in Fig. 317, These bearings must be 
adjusted very accurately so as to carry the shafts exactly in the cor- 
rect position. The clearance between the armature core and the pole 
pieces is but a few thousandths of an inch; consequently, the armature 
shaft bearings must hold the armature exactly centered between the 
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pole pieces. Any departure from this central position will cause the 
armature core to rub on the pole pieces, rapidly rendering the magneto 
useless. Bearings used for this service are. very accurately made, 
and should be given eare and attention worthy of their fine construction. 



Flo. 317.— Sectional view of magneto showing method of mounting ball bearingB. 

P'^re 318 is a cross section of a magneto bearing, showing the ar- 
rangement of the parts. The balls roll on an inner race which is called 
the "cone;" the outer race is called 
the "cup." The shape of the cup 
and the cone permits the bearing to 
take a certain amount of side thrust, 
preventing any end play or side move- 
ment of the armature. 

Lvbrication.—The lubrication of 
the bearings of an ignition apparatus | 

is very important. The bearinp must 
be supplied with enough oil to lubri- 
cate them properly, but they must 
not receive an over-supply since too 
much oil on electrical equipment is 
certain to cause trouble. This is es- 
pecially true of those parts which Fio. 318.— Crom section of magneto 
■^ ■' ^ ball beanng showing angular contact, 

carry current, such as the breaker 

points and the distributor segments. The moving parts in the breaker 
mechanism should be oiled with but a small drop of thin oil about once 
a month. The distributor needs very little oil carefully applied. It 
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sHould be cleaned about once a month with a cloth slightly dampened 
with a good grade of vaseline. This will remove any. carbon dust which 
may have been worn from the carbon fingers and will leave a thin film 
of oil to lubricate the surface over which the brush slides. 

The bearings of the distributor shaft in battery ignition units and 
the bearings on the armature shaft of magnetos should receive a few 
drops of thin oil about once each month. Not more than a few drops 
should be applied as any surplus oil will find its way into the windings 
and other parts of the electric circuit and will destroy, the insulation 
and cause short circuits and other troxjbles. The oil holes le^^ding to 
bearings of this nature are usually supplied with felt ti^icks which will 
absorb only a few drops of oil; any additional amount will simply run 
over the outside of the oil cup, and escape. The wick feeds the oil 
to the bearing very slowly over a long period. 

It may be said in connection with the oiling of an ignition appara- 
tus that a little oil supplieid often is of more value than ^ Ij^-ger quantity 
applied at longer intervals. The care and attention given to the ig- 
nition apparatus in this respect will result in improved performance. 
Oil which contains graphite should never be used as graphite is a con- 
ductor of electricity and will find its way into places where it will cause 
trouble by short circuits. 

136. Impulse Starters. — Impulse starters are subjected to very hard 
service. Care should be taken to keep them free from dirt, and well 
lubricated at all times. Ordinary gas engine cylinder oil, such as is 
used for lubricating the engine, on which the impulse starter is used, 
is excellent for this purpose. The starter should be taken apart oc- 
casionally, and the parts cleaned and examined closely for wear. Any 
worn or defective p^rts should be replaced with new ones. The springs, 
especially, should be replaced as soon as any indication of wear appears. 
The work of the impulse starter subjects these springs to such severe 
usage that one is apt to break at any instant without previous notice 
of failure. Consequently, a few extra springs should be kept on hand. 

137." General Rules for Magneto Timing. — The four-stroke cycle 
gasoline' engine used on autoiiiobiles goes through a series of operations 
requiring four strokes of the piston, or two revolutions of the crankshaft. 
Figure 319 represents these two revolutions so as to show the position of 
the crank when the diffei-ent events occur. The diagram is drawn for a 
vertical engine with the crank revolving to the left as indicated by the 
arrow. This is the direction of rotation of an automobile engine to a 
person standing in front of the car looking toward the engine. 

Let it be assumed that the engine piston has reached the top of the 
stroke and has started down on the return stroke. The crank of the 
engine will also be moving down until the crank angle is approximately 10*^, 
when the inlet valve opens. The suction stroke of the engine then 
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takes place, the inlet valve closing about 20° to 30° past the lower 
dead center. Tlie inlet valve has, consequently, been open 180° to 
200°. As the crank moves on, the gas is compressed, both valves being 
closed. From 5° to 10° before the upper dead center is reached, the 
gas is ignited and the burning or combustion occurs during a period 
of from 5° to 10°. The full force of the explosion is exerted just as 
the crank passes the upper dead center and the piston begins to descend. 
The expansion of the gas now takes place. From 30° to 45° before the 
lower dead cehtef, the exhaust valve opens, permitting the gases to be 
forced out of the cylinder. The exhaust valve closes a few degrees past 



I 

Fio. 319. — Order of events in the four-stroke cypls engine. 

the upper dead center. One complete cycle has now been completed and 
the engine immediately enters upon a second cycle. 

The above description of events which take place in the four- 
stroke cycle engine is for the normal running of the engine after it has 
been started. While the engine is being cranked for starting, it is neces- 
sary that the ignition point be delayed until the piston has passed the 
upper dead center. This is because of the fact that while the engine is 
being slowly turned by hand or by the starting equipment, an explosion 
in the cylinder before the piston has reached the upper dead center will 
drive the piston backwards. This is apt to injure the person cranking 
the engine, or damage the starting mechanism. The ignition point is 
1 until the piston has passed the upper dead center by retarding 
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the spark. After the engine is started, the spark is advanced until it is 
again taking place at the point shown in Fig. 319. The combustion of 
the mixture of gasoline vapor and air in the cylinder does not take place 
instantaneously, as is commonly believed, but requires a fraction of a 
second for its completion. During this short interval of time the piston 
may move a considerable distance, especially if the engine is running at a 
high speed. It is for this reason that the spark naust take place a few 
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Fig. 320. — Timing the magneto to the engine. 

degrees before the upper dead center, as shown in the diagram, to allow 
time for the mixture to burn and the full pressure to develop before the piston 
starts down on the working stroke. The faster the engine is running the 
farther the spark must be advanced. An engine running slowly must 
have a retarded spark. These conditions require that the time of the 
spark in the cyUnder be under the control either of the driver or of an 
automatic spark advance mechanism. 

Magnetos installed on engines must be adjusted to produce the spark 



CARE AND REPAIR OF IGNITION APPARATUS 235 

in the cylinder at the proper instant. This adjustment of the magneto 
is called timing. Figure 320 shows a cross section of cylinder No. 1 on 
a gasoline engine with the parts in the proper position for the occur- 
rence of the spark. The piston has just passed the upper dead center. 
The mixture of gasoline vapor and air in the cylinder has been compressed 
into the clearance space at the top of the cylinder. Both valves are closed 
since this is the beginning of the working stroke. With the engine in this 
position, the magneto should be timed. The flexible coupling driving the 
magneto should be loosened and the magneto shaft turned in the direction of 
its normal rotation until the rotating brush in the magneto distributor is on 
the distributor segment marked "No. 1." This is the segment from 
which the cable leads to the spark plug in cylinder No. 1. With the 
spark lever in the fully retarded position, the magneto shaft is turned 
slowly until the contact points in the breaker box are just separating. 
The magneto is held carefully in this position while the coupling is being 
tightened. The other spark plug cables are then attached to the dis- 
tributor terminals in the order of firing of the cylinders of the engine. 
With the spark lever in the fully retarded position, the magneto will 
deliver a spafk to the clyinder late enough for safe cranking, while the 
early spark required for high speed operation may be had by advancing 
the spark lever. 

138. General Rules for Battery Ignition Timing. — The usual form of 
battery ignition used on most automobile engines is the type using the 
single non-vibrating coil with an interrupter and a distributor. The 
same rules apply to this type of ignition equipment as apply to the mag- 
neto. The engine is set with the piston in No. 1 cylinder on the 
upper dead center on the working stroke. The distributor shaft is 
turned until the brush is on segment No. 1 and the contact points are 
just opening, with the spark control lever in the fully retarded position. 
The distributor drive shaft is fixed in this position, either at the coupling 
or by meshing the driving gears. The cables from the distributor seg- 
ments are then attached to the proper spark plugs, according to the 
firing order of the engine, and the timing is complete. 

Timing the Ford Ignition System, — The timing of the vibrating multi- 
ple coil and timer ignition system with the engine is somewhat different 
from the method employed in the systems just described. The ignition 
system used on the Ford automobile is a good example of this type. 
Figure 321 shows the position of the various parts when the Ford ignition 
system is correctly timed. As before, the engine is set with the piston in 
No. 1 cylinder just past dead center at the beginning of the working 
stroke. The camshaft gears driving the timer arm are demeshed and 
shifted until, with the timer in the retarded position, the roller arm is at 
the point where the roller is just making contact with the timer segment 
carrying the insulated wire which runs to the coil for cylinder No. 1. The 
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gears are then meshed and the remainmg wires from the timer segmeQts 
connected to their respective coils. At the instant the roller makes 
contact with the timer segment, a shower of sparks begins in the cylinder 
and lasts as long as the roller is on the segment. Ignition, therefore, 
occurs when the timer makes contact and not when the contact is broken, 
as is the case in the non-vibrating coil systems. 

139. Care and Adjustment of Breakers and Timers. — The breaker 
or interrupter is depended upon to break the eircmt at the exact instajit 
ignition is desired in the cylinder of the engine. In order that it may 
fulfill this function properly, the separation of the breaker points should 



Fig. 321. — Timing the Ford ignition ayfltem. 

be adjusted to that distance recommended by the manufacturer — gen- 
erally 3-^0 in- or 020 in. when the contact arm fiber block is on the 
highest part of the cam. The contact points should be dressed off with 
a fine file or oil-stone to give a smooth flat contact. When the opening 
of the points has been properly adjusted, the contact point and lock nut 
should be set up tightly to prevent any possibility of loosening. A 
loosened lock nut wilt permit the points to work apart, thus throwing the 
ignition out of time. The tension of the spring which brings the points 
together should be sufficient to close the contact with a firm pressure. 
If this spring tension is too light, the points will not make good contact 
and the ignition will be erratic. The contact arm fiber block should be 
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replaced when it becomes worn. The contact ar 
cated slightly about once each month to prevent v 
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Fio. 322. — CoDditions causing interrupter trouble. 

worn pin should be replaced with a new one. The cam must be tight on 
its shaft, since a loose cam will shift 
on the shaft and cause the ignition to 
be thrown completely out of time. 

The conditions just mentioned are 
shown inF^. 322. Any improper tim- 
ing will generally be caused by one or 
more of these conditions. Figure 323 
shows the method of adjusting the con- 
tact points in one make of interrupter. 
A small wrench to fit the adjusting 
nuts is furnished. This wrench has 
two thickness gages pivoted to the 
handle. One of the gages is used in 
setting the contact points in the 
breaker and the other is used in setting 
the air gap in the spark plugs. 
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Fia. 323. — -Adjusting intermpler 



Figure 324 shows the troubles which may be experienced with the 
Ford timer. The timer carries four contact blocks imbedded in hard 
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fiber insulation. The roller on the timer arm rolls around this fiber track 
coming into contact with the contact blocks in the proper firing order of 
the engine. The fiber and the metal of the blocks wear down unevenly, 
making a series of irregularities or ''bumps" over which the roller must 
pass. These bumps sometimes cause the roller to jump over the blocks 
without making contact, especially at high engine speeds, causing ir- 
regular ignition. Although it is possible to machine the fiber track and 
metal contact blocks smooth again, the cost of this operation is so high 
that it is more economical to replace that portion of the timer. The 
roller itself will wear loose on its pin and will sometimes wear rough on 
its outer surface. When either of these conditions is present, the com- 
plete timer arm should be replaced. The timer spring must be strong 
enough to exert considerable pressure between the roller and the fiber 
track. A weak spring will not cause positive contact between the roller 
and the contact blocks and should be replaced with a stronger spring. 

140. Wiring and Terminals. — The units which compose the ignition 
system should be carefully connected into the circuit according to the 
instructions issued by the manufacturers. This information can always 
be found in the instruction book which acconipanies the automobile when 
it is sold. In the absence of a manufacturer's instruction book, the 
wiring diagrams given in this book may be used as they are based on 
reliable information furnished by the makers of the equipment described. 

Many ignition systems use the single wire wiring system; that is, one 
side of the battery is grounded and the circuit is carried from the other 
side of the battery to the switch, the interrupter, and the coil. The other 
terminal of the coil being grounded completes the primary circuit through 
the metal parts of the automobile back to the battery. Instead of 
taking advantage of the "ground" to carry the current back to the bat- 
tery, some makers of ignition equipment use a second wire, called the 
return wire, to complete the primary circuit back to the battery. The 
secondary circuit is always grounded at the coil and at the spark plugs. 

The wire used for wiring up the ignition system must be a good grade 
of heavily insulated stranded copper wire made especially for this purpose. 
The wire is stranded instead of being made of one large piece to prevent 
breaking, as a stranded wire will stand more vibration without breaking 
than a solid wire. Stranded wire will also stand more handling without 
injury than a solid wire. Figure 325 shows four grades of ignition cable, 
three of which are for use in a high-tension circuit and the fourth in a 
low-tension circuit. The voltages encountered in the high-tension cir- 
cuit are sufficient to cause an electric spark to jump across a }4^ in. air 
gap. For this reason, the insulation on high-tension cables must be 
very thick. The upper cable in Fig. 325 is heavily insulated for severe 
high-tension service, such as might be encountered on farm tractors 
where the wiring is exposed to the weather. In order that the rubber 
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insulation may be protected from abrasion, the cable is provided with a 
heavy braided fabric covering. The second cable is less heavily insu- 
lated, but has the braided covering and is suitable for the average high- 
tension installation. The third cable has the same thickness of rubber 
insulation as the second, but the fabric covering has been left off. This 
cable is often used where the wiring is well protected. Under such 
conditions it gives good service. The bottom cable is lightly insulated 
and is suitable for use in the primary circuit. 

While the stranded cable will withstand much abuse without injury, 
it occasionally happens that the copper conductor will be broken within 
the insulation. A break of this kind is very hard to detect, because the insu- 
lation is heavy and the stranded wire is relatively light. In case of doubt 
it is well to remove the suspected piece of cable and substitute a length 
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Fig. 325. — Cables for ignition'service. 



known to be perfect. If no improvement is noted in the system, the 
suspected piece of cable may be returned to the circuit. 

The ends of the cable are provided with terminals as shown in Fig. 
326. These terminals protect the ends of the cable and furnish a perma- 
nent fastening at the binding posts of the ignition units. They are 
provided with projecting lips which are crimped around the insulation 
of the cable. Smaller projections are crimped around the stranded con- 
ductor itself to furnish good electrical contact between the conductor 
and the terminal. Before crimping, the strands of the cable are passed 
through the hole in the shank of the terminal and twisted around and 
soldered to the body of the terminal. A common type of terminal is 
shown in Fig. 326-4. The end is placed over the binding post and the nut 
screwed down tight. In Fig. 326, B shows a terminal having a forked 
end. The nut on the binding post to which the cable is to be attached 
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distributor ends are usually gripped in the terminals on the distributor 
unit and require no special preparation. The high-tension cables are 
well protected from mechanical injury by being enclosed in metal conduit 
for the greater portion of their length. This protection is necessary 
because of the fact that any injury to the insulation on the cable would 
permit the high-tension current to escape at the point of injury and thus 
cause a missing cyhnder on the engine. Oil is very detrimental to the 
rubber insulation, causing it to soften and lose its insulating properties. 
For this reason, the wiring of the ignition system should be protected 
from oil. Any oil inadvertently spilled on the wiring should be wiped 
off immediately. 

142. Testing High-tension Insulation. — A high-tension cable which 
is suspected of having weak insulation may be tested by the method 
shown in Fig. 330. A single vibrating coil is connected to a suitable 
battery. The cable under test is connected to one of the secondary 
terminals on the coil. A metal ring just large enough to encircle the 

TO BATTERY 



FiQ. 330. — Testing the inaiilatJon of high-tenaion cables. 

cable snugly is fitted in one end of an insulating handle. A wire run- 
ning through the handle makes contact with the ring and with the other 
secondary terminal on the coil. When the primary circuit is closed, 
the. vibrating coil will impress a series of high-tension current surges 
upon the cable. With the coil in action, the ring is moved slowly alonir 
the cable. Any weak spot in the insulation of the suspected cable 
will permit a spark to jump from the ring through the punctured insula- 
tion to the conductor at the center of the cable. This spark causes 
a series of sharp snappy sounds. If no such sounds are heard, the 
cable may be safely used. 

143. Care of the Distributor. — The distributor handles the high- 
tension current generated in the secondary winding of the coil. Its 
function is to receive this high-tension current from the coil and direct 
it to the proper spark plugs in the regular firing order of the engine. In 
some units, this distribution is accomplished by a rotating arm carrying 
a carbon brush. This carbon brush presses on the vulcanized rubber 
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cap of the distributor, as the arm rotates, and makes contact with the 
distributor segments. The friction between the brush and its track 
causes a certain amount of carbon to wear off as dust. If this dust is 
allowed to collect, it will interfere with the proper operation of the dis- 
tributor by causing short circuits from one segment to another. For 
this reason, the distributor cap should be wiped out occasionally to re- 
move this dust. Oil in large quantities is a detriment in the distributor 
because it holds the carbon dust, thus aggravating the trouble. How- 
ever, a very slight amount of vaseline applied to the distributor brush 
track will lessen the friction and reduce .the quantity of carbon dust. 
The track should be rubbed over with a rag dampened with vaseline, 
and then wiped with a dry cloth. The imperceptible film of oil left by 
this process is enough to provide the proper amount of lubrication without 
retaining the dust worn from the brush. 

In another form of distributor the rotating arm does not make actual 
contact with the distributor segments, but the arm ends in a metallic 
segment which passes very close to, but does not touch, the segment 
attached to the spark plug leads. The surge of high-tension current is 
forced to jump the short air gap between the two parts.- After consider- 
able service, this arc will have partly burned away the metal parts at 
the gap, causing the gap to widen. New segments should be applied 
before the gap becomes so wide that the spark will no longer jump 
across. 

Moisture will interfere with the operation of a distributor; therefore, 
it is advisable to keep water away from this unit. In washing the car, 
water is sometimes splashed through the radiator and hood upon the 
electrical equipment. This should be carefully wiped away before at- 
tempting to start the engine. 

144. Installation and Care of Spark Plugs. — The spark plugs should 
be carefully screwed in place in the cylinder. Just sufficient e?ort 
should be used on the wrench to set them firm enough to prevent leakage. 
If any additional pressure is used, it will be difficult to remove the plug 
and damage may possibly result. The l^-in. plug uses a copper-asbestos 
gasket to provide an air-tight fit between the plug and the cylinder. This 
gasket should be renewed when it becomes much flattened. With a 
^^-in. plug the tightening of the joint depends upon the taper of the 
standard pipe thread used. 

The combustion of the fuel mixture in the presence of lubricating oil 
in the cylinders of the engine leaves a deposit of carbon on the plug. 
This carbon will often render the plug inactive by providing a short 
circuit between the firing points. It may be removed from the plug by 
scraping with a penknife or a wire brush. Gasoline is also useful for 
this purpose. 

The points of the plug should be adjusted to give a spark gap of 
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about .030 in. A thickness gage gives a ready means of making this 
adjustment correctly. In the absence of such a gage, a thin dime may 
be used as an approximation. A wider setting than this distance will 
cause the engine to miss at slow speeds under heavy load, due to the pos- 
sibility of the spark's not jumping the wide gap through the highly com- 
pressed gas. This action is especially noticeable on magneto ignition 
as the spark produced by the magneto at low speed is liable to be weak. 
If the gap is extremely narrow, the engine may miss when running slowly 
under a Ught load as the length of spark may not be sufficient to gen- 
erate heat enough to ignite the thin mixture then present in the cylinder. 
The variations of heat to which the porcelain insulator is subjected 
sometimes causes it to crack. A cracked porcelain should be replaced 
since the current will fbllow the path of least resistance through the crack 
rather than jump the gap between the points in the highly compressed 
charge in the cylinder. 

146. Spark Plug Testing. — The porcelain of a spark plug may become 

cracked, due to the intense heat of the 
engine or to an accident. The plug 
is then usually short circuited through 
the crack in the porcelain; conse- 
quently, no spark is produced in the 
cylinder. A broken porcelain may 
sometimes be detected by a grating 
sound when an effort is made to 
wiggle the porcelain of the plug with 
the fingers before the plug is removed 
from the cylinder. The plug may 
-, oo, uyr ^u J r 1 *• • c also become short circuited through 

Fig. 331. — Method of locating a misfir- -i • i i! 

ing cylinder. carbon Or Oil deposits between the 

plug points. 
The spark plug which seems to spark properly, when tried out on the 
cylinder block in the open air, may fail entirely inside the cylinder 
because of -the increased resistance offered to the passage of the spark 
across the gap under the high compression in the cylinder. For this 
reason, the most satisfactory way to test a plug is to test it under actual 
operating conditions. To determine which cylinder is missing fire, the 
plugs may be short circuited, one or more at a time, with the engine 
running, by holding a screwdriver or hammer head from the plug ter- 
minal to the cylinder head, as shown in Fig. 331, or the wires may be 
removed from the spark plug, one or more at a time, and the change in 
the engine power noted. If the plug under test has not been operating, 
there will be no change in the engine power, but if the engine shows a 
material loss of power, it may be safely concluded that the plug has 
been operating satisfactorily. The priming cups may be opened one at 
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a time and the issuing flame watched. A hot flame should issue with 
each explosion of the cylinder. 

A sooty, oily appearance of the spark pliig points, when removed 
from the cylinder, also indicates that the plug has not been working 
properly. A white, or yellowish white, clean, dry appearance of the 
porcelain indicates that the cylinder has been firing. Probably the 
most satisfactory method of testing a spark plug is to exchange plugs 
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Fig. 332. — Champion spark plug cleaner. 

between the cylinders or to try out a plug which is known to be good, in 
the cylinder which is misfiring. 

If the plug is not to be taken apart, it can be cle^-ned with a brush 
and gasoline. If it is taken apart, the porcelain may be cleaned Without 
scratching by using water and a little road dust. Emery cloth should 
not be used as it will scratch the porcelain. Figure 332 shows the Cham- 
pion spark plug cleaner which screws onto the plug. The container is 
filled with gasoline and upon being shaken, the needles, in combination 
with the gasoline, remove any carbon 
deposit that may be on the plug. 

146. Ignition CoU Testing.— The 
ignition coil can be examined only 
from the outside. Most manufac- 
turers seal the coil by impregnating 
the windings, etc. with a hard wax or 
pitch composition. This holds the 
parts in the proper place and also 
provides the thorough insulation 
which the coil requires. The condi- 
tion of the different parts of the coil 
can be determined by tests made from the outside of the coil. 

Vibrating Coils, — Vibrating ignition coils may be tested by the method 
shown in Fig. 333. A special low reading ammeter whose scale is gradu- 
ated from to 3 amperes is connected in series with the primary winding 
and vibrator of the coil and a 6-volt battery, either storage or dry cells. 
Leads which terminate in a 3^-in. spark gap are provided from the second- 
ary terminals of the coil. When the circuit is completed through the 
primary winding, the vibrator should vibrate freely, giving off a continu- 
ous and rather high-pitched tone. The current flow, as indicated by the 
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Fig. 333. — Testing vibrating ignition coil. 
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ammeter, may be regulated by adjusting the vibrator to from % to 13-^ 
amperes. There should then be a continuous flow of heavy blue sparks 
at the spark gap. Thin, yellow sparks indicate a poorly adjusted or 
weak coil. The adjustment should be varied until the spark has con- 
siderable volume. When the spark is blown upon,* it should spread and 
bend away from the points in the direction of the air current. If it 
breaks and becomes irregular, the vibrator is not properly adjusted. 

If the vibrator operates properly and there is no spark at the spark 
gap, the secondary circuit is probably open inside the coil. Poor insu- 
lation will permit the secondary current to jump across the defective 
insulation within the coil instead of making its appearance at the spark 
gap. This condition is frequently indicated by a buzzing noise accom- 
panied by smoke issuing from the interior of the coil, and can be remedied 
only at an electrical service station. The coil is usually returned to 
the maker for repair. 

An excessive reading of the ammeter indicates a short circuit in the 
primary winding, or that the vibrator points are stuck together. If, 
after examining the points and dressing them smooth, the high reading 
continues, it may be safely assumed that the primary winding is at 
fault. The coil should then be sent to the manufacturer for correction. 
A poor connection will cause the ammeter needle to jump about instead 
of remaining steady. 

When the coil is operating properly, a faint yellow spark will appear 
at the vibrator points. Should this spark become blue in color and larger 
in volume, emitting a snappy sound, the condenser within the coil is 
probably not functioning, either because the insulation between the 
leaves of the condenser has been punctured and the condenser short 
circuited or because the condenser circuit is open. The result will be 
evidenced in rapidly pitting vibrator points, requiring their renewal at 
frequent intervals. A defective condenser must be replaced by the maker 
of the coil. 

A light tension on the vibrator spring means economy of current, 
but if the tension is too light the engine will not run evenly. On the 
other hand, a heavy tension on the vibrator points means an excessive 
current consumption by the coil, resulting in pitting of the points due to 
the incapacity of the condenser to absorb the increased amount of energy 
stored in the magnetic field. 

Non-vibrating Coils, — Non-vibrating coils are very simple in their 
make-up, containing only a magnetic core and primary and secondary 
windings. On some coils the condenser and the safety spark gap are 
also included in the assembly, but often either one or both of these are 
contained in other parts of the ignition system. 

A test of the proper working of the coil may be made by attaching one 
end of a piece of wire to the metal part of the engine and by bringing the 
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other end to within J^ in. of the secondary terminal of the coil. The 
breaker points in the interrupter are then opened and closed. If a good 
snappy spark jumps the gap from the secondary terminal to the end of 
the grounded wire every time the points are separated, the coil is in 
perfect condition and whatever trouble is present may be looked for in 
the other parts of the ignition system. A failure of the spark to appear 
may be the result of any one of the conditions mentioned in the following 
paragraphs. 

Moisture in the safety spark gap may lower its resistance so that the 
spark will occur at this point. The safety spark gap should be dried 
carefully to eliminate all traces of moisture. 

A defective condenser will not absorb the hang-over current produced 
by the self-induction of the primary winding. This will prolong the 
collapse of the magnetic field to such an extent that the required voltage 
will not be built up in the secondary winding. Excessive sparking at 
the interrupter, points to this condition. If the condenser is mounted so 
that it can be removed, as in the case of the Atwater-Kent closed 
circuit system, it may be taken out and tested by the method described 
in Section 147. If the condenser is contained within the coil, the entire 
unit must be returned to the manufacturer. 

147. Condenser Troubles and Method of Testing. — The condenser 
is connected in parallel with the vibrator points in vibrating coil ignition 
systems and in parallel with the breaker points in non-vibrating coil 
systems. Its purpose is to absorb the after-current generated by the 
self-inductive action of the primary winding and to prevent this current 
from making its appearance at the contact points in the form of an arc 
or spark. The absorption of this current also causes a quicker collapse 
of the magnetic field, causing the secondary to build up a current surge 
of a much higher voltage than when the condenser is not present or is not 
working properly. The proper action of the condenser has an important 
effect on the quality of the spark produced. An ignition system that will 
give a hot fat spark with the condenser operating properly will give but 
a feeble spark when the condenser is removed or is in poor condition. 

The troubles liable to be found in a condenser are two in number. 
The insulation between the tinfoil layers in the condenser may be punc- 
tured, allowing the two sides to make electrical contact with each other, 
in which case the condenser is said to be shorted; or the connections to the 
condenser may be broken. 

In the first case, the current will flow through the condenser without 
hindrance. The primary current will not be interrupted, when the 
contact points are opened, and no spark will be produced in the cylinder. 
In the second case, the condenser is not permitted to absorb the self- 
induced current in the primary circuit and a weak spark is produced in 
the cylinder. 
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The probable condition of the condenser is determined by a simple 
test made as follows: The interrupter points are opened and closed and 
the quality of the spark produced at a gap of about 3^ in. in the secondary 
circuit noted. If the spark is vigorous and there is not excessive sparking 
at the contact points, when they are opened, the condenser is functioning 
properly. If there is considerable spark at the contact points and the 
spark produced at the gap is feeble, there is probably a loose connection 
or an open circuit in the condenser circuit. If no spark is produced at 
the gap and no spark occurs at the contact points, upon separation, 
while at the same time the ammeter shows the usual current to be flowing, 
the insulation in the condenser has been destroyed or the condenser 
shorted in some manner. 

If the condenser is placed in such a position that it can be removed 
from the other parts of the ignition system, it can be tested in the man- 
ner shown in Fig. 334. A 110-volt direct-current service is used^ A 

60-watt lamp is connected, as shown in 
the diagram, in series with the con- 
denser, and the two contact points A 
y^. I >4-| I are so arranged that when they are 

_^ I .A brought together the condenser is short 

circuited. With the contacts points A 
separated and the switch closed, the 
lamp will be dark if the condenser is in 
good condition. Upon bringing the 
Fro. 334. — Connections for testing points A together, a snappy spark will 

condenser. i xi_* • x j j.i_ i 'ii 

occur at this pomt and the lamp will 
light up as long as the points are in contact. When the points, are 
again separated, the lamp will go out. When the switch is opened 
and the contacts brought together, a heavy spark will result from the 
charge stored in the condenser. If the lamp bui^s with the switch 
closed and the points A apart, the condenser is shorted because of de- 
fective insulation. If the lamp remains dark under these conditions 
and still no spark is given at the points when they are brought together 
after the switch has been opened, the condenser is in open circuit — 
there is a poor connection or a break in the wires leading to the condenser. 

Defective condensers are not easily repaired on account of their 
delicate construction and also because of the fact that they are often 
sealed within the coils. The most economical method of curing a 
defective condenser is to send it back to the maker for replacement. 

A condenser sealed within the spark coil of a battery ignition sys- 
tem, or contained in the armature of a magneto, is often diflScult to 
test because of the fact that it is often paralleled by other parts of the 
circuit. By examining the wiring diagram, .it is possible to determine 
whether the condenser can be isolated between two terminals of the 
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coil. If so, the test outlined can be made. In Fig. 335 is shown the 
Remy two primary . terminal coil with the terminala between which 
the condenser is located. All that is neces- 
sary is to connect these two terminals into 
the circuit shown in Fig. 334 at the points C 
and D. Figure 336 shows the two terminals 
used for testing the condenser in the Deico 
coil, and Fig. 337 shows the two terminals used 
for testing the condenser in the Connecticut 
coil. In each of these cases it will be noted 
■ that the condenser is the only part of the coil 
included between the terminals indicated. 

148. Recharging Magnets. — The magnets 
used on magnetos to provide the magnetic 
field are called permanent in the sense that 
they will retain their magnetism for a con- 
siderable length of time. They will, however, 
gradually lose their magnetic strength, and 
after an extended period of use will have to 
be recharged. This is especially true if the 
magneto has been subjected to rough handling, or if the magnets have 
been removed from the magneto and subjected to jars and mechanical 
shocks while separated from the rest 
of the magneto. 

A fully charged magnet, such as TE 
is used on magnetos, should be able 
to lift a piece of steel weighing from 
12 lb. to 14 lb. If the spark produced 
by the magneto is weak and it is 
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Fio. 336. — Condenaer con- 
nectiona in Remy two- terminal 
coil. Test condenser between 
Int. terminal and base of coil. 



TEST CONDENSER 



F:o, 338.— Condenser connectionB in Delco Fio. 337.— Condenser 
coil.'~,Test condenser between Dist. terminal Connecticut coil, 

and base of coil. 

suspected that the magnets have lost their strength, they should be re- 
moved from the instrument and tested. If they will not lift the required 
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weight, they should be recharged. After a magnet has been removed 
from a magneto, it should be handled as little as possible. A piece of 
soft iron or steel, called a keeper, should be 
placed across the ends as shown in Fig. 338. 
This keeper provides a path for the magnetic 
lines of force of the magnet and helps to con- 
serve its strength. It should be in place at 
all times except when other operations neces- 
sitate its removal. 

The poles of the magnets are sometimes 
marked N and S to distinguish the north and 
south poles, respectively. The magnetic lines 
of force leave the magnet by the North pole 
Fio. 338— Magnet with keeper ^nd enter by the South pole. The polarity 
attached. . , ■' ,,.,.,, r 

of the magnet can be determined, if the poles 

are not marked, or the marking checked, by the method shown in Pig. 

339. A small pocket compass is brought near the poles of the magnet; 
the end of the compass needle that points 
to the north will pomt to the South 
pole of the magnet, and vice versa. It 
is well to check the marking on the mag- 





Fio. 340. — Magnet rechargar. 

net, if there is any, to see if the magnetism has been reversed by a pre- 
vious recharging. 

To recharge a magnet it is only necessary to bring it into a strong 
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magnetic field for a short time. This field is usually provided by a 
large electromagnet similar to the one shown in Fig. 340, This shows the 
electromagnet connected to a source of current of the proper voltage. 
Most electromagnets of this nature are wound for use on a 110-volt 
circuit, and are connected directly to a direct-current line- The electro- 
magnet has two poles. Its polarity can be determined by testing 
with a pocket compass. When this has been determined, its poles should 
be marked with pencil or chalk. The magnet to be charged should then 
be placed on the electromagnet with its North pole on the South pole 
of the electromagnet, and its South pole on the North pole as shown 
in Fig. 340. Current should then be turned into the windings of the elec- 
tromagnet for a few seconds, meanwhile rocking the magnet back and 
forth on the electromagnet or jarring the magnet by several light blows 
from a mallet. The object of the rocking and the blows is to enable 
the molecules of the magnet to 
arrange themselves so as to give the 
greatest magnetic strength. A very 
short time is required toremagnetize 
the magnet. The current should 
be turned off in about J^ minute. 
The magnet should be removed 
from the electromagnet and its lift- 
ing power tested. If satisfactory, 
the keeper should be placed on the 
poles of the magnet and the mag- 
net returned to the magneto as 
quickly as possible. Care should 

be taken to charge aU magnets of Fi«- ^"^•"^'^Casneto'"^'^''^* '" ^""^ 
a set to the same strength. They 
also should be of the same quality of steel. 

Figure 341 shows the Aero magneto with a keeper placed across the 
poles of the magnet. This keeper should be placed in position while 
the magnet is still in the magneto. The makers of this instrument 
recommend this practice in order to protect the magnet as much as 
possible. Figure 342 shows the magnet recharger furnished by the manu- 
facturers of this magneto to their service stations for recharging the 
magnets of their magnetos. A master magnet is kept in the coils of 
this recharger at all times. The magnet to be recharged is attached 
to the master magnet and is then pushed forward so that it is within 
"the coils. The switch is then closed, permitting the current to flow for 
a few seconds. It is then opened and the magnet pulled forward and 
the keeper placed across the ends of the magnet. The magnet is then 
removed from the recharger and placed in position on the magneto with 
the keeper still in place. When the magnet is again in place in the 
magneto, the keeper is lifted off. 
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Apparatus for recharging magnets need not be bo complete or so 
elaborate ae the methods just described. The magnet may be recharged 
by the method shown in Fig, 343 from a UO-volt D- C line. The 
polarity of the magnet is first determined -with the aid of a small 
compass, while the polarity of the line is determined by the method de- 



Fio. 342.' — ^Recharger for Aero magneto. 

scribed in Chapter I. A lamp bank containing thirty 32-candlepower 
carbon filament incandeacent lamps is connected to one side of the line 
and a length of insulated wire similar to that used in No. 16 lamp cord 
is wrapped around the legs of the magnet until no more can be added. 
The direction of winding the wire on the magnet must be given special 
attention. The magnet is taken in 
110 VOLT the right hand with the thiunb ex- 

tending in the direction of the lines 
of force from the magnet (out of the 
North pole and in at the South pole), 
n The wire should be wound around 
J the magnet so that the current will 
'' flow through the winding and around 
i the magnet in the direction in which 
3 the fingers encircle it. These direc- 
o tions have been carried out in Fig. 
K 343. A careful study of this illustra- 
n tion will make the method clear. The 
FiQ. 343.-Si«>pie method of recharging ouTTent IS permitted to flow for a few 
mogoet. seconds and the magnet is then 

recharged. 
Recharging the Magnets on the Ford Magneto. — The magnets on the* 
Ford magneto may be recharged in the manner just described, but their 
removal is so difficult that they are usually recharged in place on the 
fly-wheel. The method sometimes adopted for this purpose is shown in 
F^. 344. Before this method is used, the magneto must be carefully 
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placed in the proper position. This is done by holding a small compass 
1 in. to the left and 6 in. to the rear of the magneto tenninal. The engine 
is then slowly cranked until the needle on the compass points straight to- 




.' — ^Recfaargine magnets of Ford magneto. 



ward the front of the car as shown in Fig. 345. Five 6-volt storagejbat- 
teries connected in series are used as a source of current. The positive 
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Fio. 345. — Setting Ford magneto foe reoharging magnets. 

terminal of the set is connected to the magneto tenninal after disconnect- 
ing the lead running to the ignition and hghting systems. The other 
end of the set of batteries has a lead attached with which the frame or 
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metal work of the car is touched two or three times for about a second 
at a time. The arc which forms, when the connection is broken, should 
be pulled out slowly. The coils of the magneto act in the same way as 
the windings of an electromagnet and build up the strength of the mag- 
nets. With this arrangement about 48 amperes of current are permitted 
to pass through the magneto coils on the older Ford models and about 
56 amperes on the later models. The results produced by this method 
are often not satisfactory and the method should not be used except by 
one familiar with the handling of electrical equipment. 

A satisfactory method of charging the Ford magnets while still in the 
car is to use a special magnetizer made for this purpose which can be 
applied to the magnets through the opening for the gear case cover. 
This magnetizer can be had to operate on current from a six- volt storage 
battery or from 110 volt D. C. lines. 



CHAPTER X 

IGNITION TROUBLES AND REMEDIES 

149. Starting the Engine. — The modern automobile engine is set in 
motion by an electric starting motor. This motor takes the place of the 
old method of cranking the engine by hand and thus removes one of the 
inconveniences of the early day automobile. Before the engine is started, 
the ignition switch is turned "ON," the spark advance lever placed in the 
fully retarded position, the throttle lever set in the partly open position, 
and the carburetor '* choked" by the carburetor control button on the 
dash. The starting switch is then pushed down with a firm unhesitating 
movement of the foot as far as it will go. This permits the starting 
current to flow through the electric motor which rotates the crankshaft 
of the engine. If everything is in proper order, the engine will start in 
from one-half to two seconds. In cold weather, however, it may require 
from five to ten seconds. After the engine is running on its own power, 
the spark should be advanced and the carburetor choke button gradually 
pushed in as the engine warms up. 

160. Failure of the Engine to Start. — If the engine does not start 
within the time mentioned, something is wrong and the foot should be 
removed from the starting switch. It would be useless to subject the 
storage battery to the unnecessary heavy drain caused by cranking the 
engine for a long period. The engine should be inspected carefully to 
determine whether the carburetor is getting gasoline and whether a spark 
is actually taking place at the spark plugs at the proper time. Faults in 
the ignition system should be set right. If fuel is coming to the carb- 
uretor and still the engine will not start, it may be because the engine is 
cold and the gasoline does not evaporate readily. Heat applied to the 
carburetor or to the inlet manifold will help to vaporize the fuel. 

161. Testing the Battery Ignition System. — In the battery ignition 
system the source of current is the battery, either dry or storage cells. 
These are the first things to be examined in the event of a failure of the 
ignition system. The induction coil is next in importance and should be 
tested in the manner described in Chapter IX, providing the battery 
is in good condition. The interrupter or timer and the distributor are 
to be inspected next and if found in good condition, the condenser should 
be inspected very carefully. A defective condenser will cause a great 
deal of trouble in the ignition system, and in the event of damage should 
be repaired or replaced. A condenser operating properly will increase 
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the effectiveness of the spark produced in the cylinder about twenty-five 
times more than the spark produced by an ignition system in which the 
condenser is defective. The resistance imit should also be given some 
attention to guard against its burning out. 

162. Testing the Magneto Ignition System. — The magneto ignition 
system contains the same elements as the battery system with the excep- 
tion that in the magneto the current is generated within the instrument 
itself by electromagnetic induction instead of being supplied by an external 
battery. The magneto ignition system contains no resistance unit. 
The volimie of the current depends upon the speed of rotation erf the 
armature of the magneto and upon the strength of its magnets. Weak 
magnets wUl not provide sufficient magnetic lines of force to generate the 
required current. If, in testing the magneto ignition system, the parts 
mentioned in the previous paragraph are found to be in good condition, 
the magnets have lost their strength. They should be recharged to their 
original strength. 

163. Locating a Misfiring Cylinder. — Misfiring or ''missing" of the 
engine may be caused by faulty ignition, by a faulty carburetor, or by 
the valves operating improperly. Missing which occurs with some regu- 
larity may usually be attributed to faulty ignition or valve operation. 
Very irregular missing is usually caused by a faulty carburetor, but it 
may result from dirty breaker points or some other fault in the ignition 
system. 

To detect and correct faulty ignition, the cyUnder at fault must first 
be located. This may easily be done with the engine running by short 
circuiting the spark plug or bridging between the engine cylinder and 
spark plug terminal with either a hammer head or a wooden handled 
screwdriver as shown in Fig. 331. If, in testing the various spark plugs, 
one is found which, when short circuited, does not affect the operation of 
the engine, it is in all probability the one at fault. The trouble may be 
either in the ignition apparatus or in the spark plug itself. 

Another convenient method of locating a misfiring cylinder on en- 
gines having vibrating coil ignition, such as the Ford, is to run the engine 
first on one cylinder and then on another by holding down all of the vibra- 
tors except the one connected to the cylinder under test. The engine 
should run idle on any one of the cylinders and should show approximately 
the same power from each. 

154. Defective Spark Plugs.-^The most common fault found in the 
spark plug is carbonizing or sooting, which results in short circuiting 
the high-tension current so that, instead of jumping between the points 
or electrodes of the plugs in the combustion chamber, it passes through 
the carbon accumulation directly to the metallic shell. The plug should be 
removed, and, if there is evidence that it is short circuited, the carbon 
accumulation should be removed. This may be done by first scraping off 
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the carbon and then washing the plug with gasoline and a stiff brush. 
By inspecting the plug carefully, it can be determined whether or not 
the porcelain has become cracked or damaged in any way, and also 
whether the gap or distance between the electrodes is correct. This gap 
should be between .025 to .030 (3^o to 3-^2) in-? about 3 thicknesses of 
an ordinary U. S. post card. If this gap is found incorrect, the electrode 
that is attached to the shell may be bent until proper adjustment is 
secured. A worn dime is an approximate gage to use for setting this gap. 

The porcelain of the plug may be cracked in such a manner that it 
will not show upon casual inspection, but it may be detected as follows : 
If the plug is screwed into the cylinder and some pressure is brought to 
bear against the upper part of the plug with the finger, grating or grinding 
will sometimes be heard and a very small motion will be felt. The high- 
tension current will often bridge the gap between the center electrode 
and the shell through a crack in the porcelain, instead of jumping across 
the space intervening between the electrodes or points of the plug. The 
spark plug may be tested by removing it from the cylinder and laying it 
on the cylinder block. The engine should be turned over by hand and 
observations made as to whether a spark jumps between the electrodes. 
The plug should, of course, be laid on the cylinder block so that no part 
of the plug, except the shell, will touch the cylinder block. This, however, 
is not a positive test, since the spark may sometimes jump the gap be- 
tween the points of the plug and yet be at fault, owing to the fact that 
under compression the resistance is greatly increased between the plug elec- 
trodes. The spark may jump this gap in the open air and yet not pass 
under the conditions of operation in the cylinder. 

A positive test for the plug is to replace it with one that is known to be 
perfect. If the condition is improved, the original plug is unquestionably 
at fault. 

166. Defective Wiring and Ignition Apparatus. — If the plugs are 
found in good order, and yet one or more cylinders continue to misfire, 
the trouble may be due to a lack of secondary current in the wire con- 
nected to the plug. The trouble can be located when the engine is 
running, or being cranked, by detaching the wire from the plug and hold- 
ing the end about 3^^ in. to J^in. from the plug binding terminal or cylinder 
head. If the secondary current is being distributed properly to the 
cyhnder in question, a spark will occur at the gap. If there is no spark 
across the gap and there is regular sparking at the other plugs, the trouble 
is undoubtedly due to defective high-tension wiring, cracked distributor 
head, or poor timer contact. 

If the rubber covering or insulation on the spark plug wires is chafed 
or cut through, allowing the conductor to touch or nearly touch any 
metal part of the car, the current will be short circuited and will not 
jump the gap in the plugs. It is not necessary that this insulation be 
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worn down to the metal of the conductor. If a sharp snapping is heard, 
when the engine is running under a heavy pull, it is evidence of a short 
circuit from the high-tension conductor to the metal work. The fault will 
usually be found due to imperfect insulation of the spark plug wires, or a 
wire loose from the spark plug terminal. The only satisfactory remedy 
for worn insulation is to replace the wiring with new. 

Irregular misfiring of all cylinders may be due to defective primary 
wiring, discharged battery or weak magneto, corroded or loose battery 
connections, improper adjustment of vibrator or interrupter contact 
points, or defective condenser. 

166. Battery Ignition Breaker. — A common cause of irregular mis- 
firing, when ignition is from a battery high-tension distributor unit, is an 
improper make-and-break of the primary circuit by the contact points. 
In a majority of the various systems employed, the contact points are 
made of tungsten and normally held closed by spring tension, the spark 
occurring the instant the primary circuit is broken by the cam lobe's 
bearing against the contact arm. The contact points have a standard 
opening of .020 in., or about the thickness of two U. S. post cards. If 
found dirty or uneven and pitted, they should be cleaned by passing 
between them a fine flat file, or preferably a piece of No. 00 sandpaper. 

167. Defective Condenser. — A defective condenser is indicated by 
serious sparking and rapid burning of the interrupter or vibrator contact 
points also by the inability of the coil to produce a hot secondary spark 
when the primary circuit is interrupted. If these conditions exist, the 
condenser i^ probably either punctured (insulation between tinfoil 
layers destroyed) or open circuited. A positive test and remedy will be 
to replace the condenser or unit in which it is contained with another that 
is known to be good. If the condenser is mounted inside the coil, the 
entirie coil usually must be replaced. When it is mounted in the breaker 
housing, it can usually be replaced without disturbing the other parts 
of .the system. The action of a good condenser results in intensifying the 
secondary current nearly twenty-five times and preventing an arc at the 
breaker points when they are separated. 

168. The Resistance Unit. — In manybatteryignition systems a resist- 
ance unit is placed in the primary circuit to protect the coil and battery in 
case the ignition switch is left on, and to aid in equalizing the intensity 
of the secondary spark at high and low engine speeds. In case this 
resistance unit should be burned out or for any other reason become open 
circuited, the primary circuit will be opened and no current can be ob- 
tained at any of the plugs. This resistance unit consists of a small coil of 
resistance wire and is usually placed either on the coil or on the breaker 
housing. In case this resistance unit should be burned out or accidentally 
broken, the terminals may be temporarily short circuited with a piece of 
wire to relieve an emergency, but in all such cases the resistance unit 
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mn^t be replaced with another of the same kind as soon as possible. Con- 
tinued operation without it will result in serious burning of the inter- 
rupter points and may cause injury to the coil and condenser. 

169. Coil Adjustments. — A frequent cause of no current at the plug 
is due to coil trouble, especially where a vibrating coil is used for each 
cylinder. When the vibrator points become pitted, out of line, or burned, 
good contact is impossible. The tension on the vibrator spring may also 
become changed, permitting the coil to consume too much or too little 
ciurent. 

* In the case of burned or pitted points, they should be filed flat with 
a thin smooth file, or preferably a piece of No. 00 sandpaper should be 
passed between them. In either case, the points should be shaped so 
as to meet each other squarely. 

If it becomes necessary to adjust the tension on the vibrators, the 
tension should be entirely taken off and gradually increased until the 
engine runs satisfactorily under all load conditions with the coil consum- 
ing as little current as possible. It is very important to have all the units 
adjusted alike. This can be done easily after a little experience. The 
most accurate method of coil adjustment is with a coil current indicator 
by which the amount of current consumed is measured. Coils are built 
to consume about 3^ to 1}4 amp. when the system is operating properly; 
consequently, the tension should be adjusted so that the current con- 
sumption of each coil is not much greater than this amount. 

160. Breakdown of Coil Wiring or Insulation. — If no current is 
obtained in the secondary circuit of a coil, when the vibrator is working 
as it should, the trouble is probably due to either a broken wire or punc- 
tured insulation inside of the coil. It sometimes happens that the bind- 
ing post wires become loose from the post just inside of the coil. If only 
a slight spark can be obtained, the insulation on the inside wire may be 
broken down, thus causing a short circuit of the current. Obviously, 
there is no remedy but to replace the coil. Moisture in the coil may also 
cause it to become short circuited. In this event, the coil should be 
dried out thoroughly before it is put back into service. 

161. Timers. — Trouble in the timer is usually due to oil, water, or 
dirt which has gotten into the housing, causing either a short circuit 
or poor contact. This foreign matter should be cleaned out in order to 
permit good service. After a time, the contact segments become worn 
and irregular, causing misfiring at high speed. In this event, it will be 
necessary to supply a new timer. 

162. Improper Spark Timing. — If the engine kicks back, when being 
cranked, the spark is too far advanced and should be retarded so that it 
will not occur until the piston has passed the dead center. The tendency 
of an early spark on starting is to cause the engine to start backward. 
Too early a spark at low speeds will make the engine knock and will cause 
the car to jerk. 
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A retarded spark causes the engine to overheat and lose considerable 
of its power. There is no advantage in retarding the spark past center, 
even in starting. When the engine is running, the spark should be 
advanced in proportion to the speed. With the spark control lever fully- 
retarded, the interrupter points should be timed to open (thus causing 
the spark) when the respective pistons have just left the upper dead 
center at the end of their compression strokes. 

On cars equipped with automatic spark advance, the troubles due to 
early and late spark are seldom experienced, providing the original timing 
of the spark was correctly made. Preignition from other causes, how- 
ever, may occur with either type of spark advance. 

163. Dry Batteries. — Weak or exhausted -batteries are a conunon 
source of trouble. If the batteries are suspected, they should be tested 
with a small ammeter. If any one of the dry cells shows less than 8 amp., 
it should be taken out and replaced with a new one. One weak cell will 
interfere greatly with the operation of the others in the set. Occasionally, 
a weak dry cell can be livened up temporarily by boring a small hole 
through the top and pouring in a small quantity of water, or better still, 
vinegar. The effect, however, is only temporary. 

A dry battery should always be kept perfectly dry. If it becomes wet 
on the outside, there is a tendency for it to be short circuited and ex- 
haust itself. This is true especially if water is spilled on the top of the 
battery between the terminals. 

164. Storage Batteries. — If the storage battery appears dead, or shows 
lack of energy, it may be due to one of the following causes: (a) dis- 
charged; (6) electrolyte in the jars too low; (c) specific gravity of elec- 
trolyte too low; (d) plates sulphated; (e) corroded terminals; (/) 
battery terminal broken loose from the plates; or (g) broken down in- 
sulation. These, troubles are fully treated in Chapter II. 

If the same battery is used for starting and also for ignition and if it 
has very little charge, it may not be strong enough to produce a spark 
at the same time that the starting motor is drawing current to turn the 
engine over. In this case the engine will generally start when cranked 
by hand. 

165. Magneto Troubles. — If the ignition trouble has been located 
in the magneto side of the ignition system and the plugs and wiring sys- 
tem have been found in good working order, attention should be turned 
to the magneto itself. The distributor plate should be thoroughly 
cleaned with a cloth moistened with gasoline, to remove any foreign 
matter such as oil and carbon dust which may have collected after con- 
siderable use. After attending to this, it should be determined whether or 
not the magneto is generating current. This can be done by disconnect- 
ing the magneto ground wire, after which either the magneto spark plug 
cables may be disconnected or the distributor block removed. A spark 
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gap is provided by resting a screwdriver on the magneto frame, holding 
the point of it J^ in. to 3^ in. from either the collector ring or slip ring 
brush terminal. If no spark appears across this gap, the trouble is in 
the magneto itself. 

The contact points may be pitted or burned or may not have the proper 
adjustment. The correct opening of the magneto interrupter points 
is from .012 to .020 (approximately 3^4) in. If they are set too close, 
excessive arcing will occur and the points will burn and cause weak 
Spark at high speeds. If they are set too wide, the result will be burning of 
the points and weak or no spark at high engine speeds, in which case the 
primary winding does not have time to "build up," thus decreasing the 
strength of the spark. If the interrupter points are found dirty or badly 
pitted and uneven, they may be cleaned by passing a thin flat file or a 
piece of No. 00 sandpaper between them. The contacts should not he 
filed unless absolutely necessary. 

The ca;rbon or collector brushes may be dirty or worn. They should 
be cleaned, or, if badly worn, replaced with new brushes, making sure 
that each brush has the proper spring tension. 

It happens occasionally that the magnets become weak or demagne- 
tized ot they may be placed on the magneto in the wrong position. If 
weak or demagnetized, they should be remagnetized before being replaced. 
Care should be exercised in getting the like poles of the magnets on the 
same side of the magneto. Most magnets are marked with an N, indicat- 
ing the North pole. 

166. Premature Ignition. — Premature ignition or preignition is 
caused by particles of carbon, sharp corners, etc. in the combustion 
chamber becoming incandescent from the heat of explosion and igniting 
the chargfeon the compression stroke before the spark occurs. Preignition 
occurs generally when the engine is laboring under a heavy load at slow 
speed, such as when going up a steep hill on high gear. Any engine will 
have premature ignition if it becomes excessively hot under low speed 
and heavy load, but the tendency to preignite is much more marked 
if the cylinder is full of carbon deposits. These carbon deposits should 
be cleaned out as explained before. Preignition may also be due to 
improper spark plug installation, such as using a plug which extends 
too far into the cylinder head and which is not properly cooled. 

167. Effects of Faulty Ignitian on Engine Operation. — Any one of the 
faults mentioned will produce serious irregularities in the operation of the 
engine. Complete failure of the ignition system renders the engine 
inoperative. A failure of any one of the parts of the system may throw 
the system completely out of operation or may cause it to function irregu- 
larly. A bad spark plug will cause one cylinder of the engine to miss 
continually, but a bad plug is easily detected. A too wide or too narrow 
gap in the plug will cause the cylinder to miss at certain speeds and loads. 
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Defective insulation in the wires leading from the distributor to the spark 
plugs will cause an intermittent missing of the cylinder served by that 
wire. A loose connection in the primary circuit will cause missing in all 
the cyhnders at irregular times and is apt to be very annoying, sometimes 
causing the engine to come to a complete stop only to start up and run as 
usual when started again. 

A cylinder that fails to fire part of the time will give more trouble due 
to excessive carbon and oil than one that fires regularly. During the 
strokes in which no explosion takes place, the oil carried up the cylinder 
walls will accumulate in the combustion space. This oil will find its 
way to the spark plug where it will sometimes short circuit the points, 
thus preventing any future ignition. If the cylinder fires occasionally, 
the excess oil will cause much smoke and will deposit much carbon. This 
necessitates frequent cleaning of the spark plugs, removal of the carbon 
from the cylinders, and grinding of the valves. 

An engine with missing cylinders will consume more fuel than one 
firing regularly. The charge of fuel and air drawn into the cylinder and 
discharged without combustion is wasted. In order to get the required 
amount of power from the engine, the operator opens the throttle wider, 
thus increasing the amount of fuel used. This causes the missing engine 
to be very uneconomical, resulting in high operating costs. 

168. Things to Remember Regarding Ignition. — The proper per- 
formance of the ignition system is so important that good care and 
attention will result in efficient service. The following rules should 
be observed. 

Don't blame every engine trouble on the ignition system. Remember 
that there are other parts which may be in poor condition. 

Don't forget to turn the ignition switch **0N'' before trying to start 
the engine. 

Don't try to operate the engine on a worn-out or nearly discharged 
battery. 

Don't permit the gap in the spark plug to burn too wide. The proper 
distance is .025 in. to .030 in. 

Don't allow the vibrator or interrupter points to wear uneven. 

Keep excess oil and water away from the ignition equipment. 

Clean the distributor, once each thousand miles of driving, by wiping 
with a rag moistened with gasoline. 

Inspect all wiring for defective insulation once each season. Replace 
all injured portions. 

Turn the ignition switch "OFF" each time the engine is stopped. 

Keep the interrupter or vibrator points adjusted to the opening 
reconamended by the manufacturer. 

Keep the safety gap dry. 

Keep the spark plugs clean. 
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and retard, spark, 69 
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Aircraft engine ignition, 135 
Alternating current, 15 
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Ampere-hour, 8 
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series-multiple, 24 
Battery ignition systems, timing, rules, 
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care of, 116 
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Battery ignition systems, typical, 73 
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type K-2, 79 
Connecticut, 88 
Delco, typical, 101 
Cadillac Eight, 122 
Liberty Twelve Airplane, 136 
OldsmobHe Eight, 121 
Packard Twin Six, 129 
Pierce-Arrow, 132 
North East, 98 
Philbrin, 107 
Remy, 94 

For U. S. miUtary truck, 98 
Wagner, 111 

Westinghouse, vertical, 103 
type SC, 106 
Battery,, primary, 19 
secondary, 19 

box, 31 
. cells, 19 
charging, 41 
covers, 30 

detailed instructions, charging, 42 
Edison, 25 
elements, 19 
grids, 29 
groups, 29 
jars, 30 
lead, 27 
over-filling, 46 
run-down, causes, 49 
separators, 31 
sulphation, 44 

prevention, 44 
vent cap, 30 
Bearings, 230 

Berling high-tension magneto, 190 
Bosch, DU4 magneto, 166 
dual, 170 

NU4 magneto, 173 
type B magneto, 176 
Box, battery, 31 
Break-down, coil wiring and insulation, 

259 ^ 
Breaker, 54, 75 

care and adjustment, 236 
Buckling, battery plates, 47 
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Cables for igoitioa, 239 
CadilUc Eight, Detco, 122 
Capacity, condeneec, 59 

storage batteries, 40 
Care, battery ignition system, 116 

breakers, 236 

distributors, 242 

dry cells, 25 

spark plugs, 43 

storage bsttery ignition, 49 

timers, 236 
Cells, 19 

dry, 20 

storage, 25 
Edison, 25 
lead, 27 

action on discharge, 35 
cell readings, variation of, i 
Charging, battery, 41 

detailed instructions, 42 

rate, 42 
Circuits, 2 

parallel, 6 

resistance of, 6 

series, 6 

resistance of, 6 
Classification, magneto, 143 

armature type, 143, 147 

high-tension, 143, 146 

inductor type, 143, 147 

low-tension, 143, 146 



Conductors, 2 
Conduit, 241 

Connecticut ignition system, S8 
type H switch, 89 
type K switch, 91 
Corroded terminals, 46 
Couplings, magneto, 229 
Covere, battery, 30 

Crank arrangements, eight-cylinder 
ei^jne, 120 
four-cylinder engine, 117 
aix-oylinder engine, 118 
twelve-cylinder engine, 127 
Current, alternating, 15 
direct, 21 

electric, effects of, 8 
chemical, 9 
lieating, 9 
magnetic, 9 
mechanical generation, 145 
wave form, shuttle wound armature, 
147 
armature type magneto, 202 
inductor type magneto, 202 
Cylinders, numbering on 4-cylinder 
engines, 117 
6-cylInder engines, 119 
S-cylinder engines, 120 
12-cylinder engines, 12S 
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Dixie magneto, 205 
Drives, magneto, 228 
Dry battery troubles, 260 
Dry cells, 20 

care of, 25 

testing, 22 
Dual ignition systems, 152 

Berling, 190 

Bosch, 170 

Eisemann, 181 

Simms, 188 

Splitdorf, low-tension, 153 
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Edison storage batteries, 25 
Effects of electric current, 8 

resistance unit upon ignition, 77 
Eisemann magneto, automatic spark 
advance, 185 

impulse starter, 187 

timing to engine, 185 

type G-4, 176 

type GR-4, 181 
Electrical horsepower, 8 

potential, 2 

power, 8 

resistance, 2 
Electricity, nature of, 1 

use on automobiles, 1 
Electrolyte, 2, 33 

freezing point, 38 

leveling cells, 47 
Electromagnet, 14 
Electromagnetic induction, 15 
Electromagnetism, 12 
Electromotive force, 2 
Elements, battery, 19, 29 
Engines, effect of faulty ignition, 
261 

failure to start, 255 

starting, 255 
Evaporation from storage battery, 37 



Force, lines of, 10 

in magneto, 144 
Ford ignition system, 157 

coil, 160 

magneto, 157 

timing, 160 
Forming battery plates, 29 
Freezing, electrolyte, 38 
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Gap, safety, 59 

Gassing, battery, 43 

Generation of current, chemical, 20 

mechanical, 145 
Gravity, specific, 33 

low in one cell, 38 
Grids, battery, 29 
Group, battery, 29 
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Heat in storage battery, 35 
High-tension coil, 53 
High-tension magneto, 148, 161 
Berling, 190 
Bosch, DU4, 166 
Dual, 170 • • 
NU4, 173 
type B, 176 
Eisemann, type G4, 176 

type GR4, 181 
Kingston, 192 
K-W, 204 
Mea, 194 
Simms, 188 
Splitdorf Aero, 209 
Dixie, 205 
Horsepower, 8 

Hydraulic analogy, condenser, 58 

electric current, 1 

Hydrometer, 34 

variations due tor temperature, 39 
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Field, magnetic, 10 

Firing order, 4-cylinder engines, 117 
6-cylinder engines, 117 
8-cylinder engines, 119 
12-cylinder engines, 127 

Flames, keep away from battery, 44 



Ignition batteries, wiring, 23 

parallel, 23 

series, 23 

series multiple, 24 
Ignition coil testing, non-vibrating, 246 

vibrating, 245 
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Ignition, faulty, effect of, 261 
premature, 261 

requirements of, automotive engine, 
■51 
Ignition systems, battery, Atwater-Kent, 
type CC, 84 
K-2, 79 
Connecticut, SS 
Delco typical, 101 
Cadillac Eight, 122 
Liberty Twelve airplane, 136 
Oldsmobile Eight, 121 
Packard Twin Six, 129 
Kerce-Arrow, 132 
North East, 98 
Philbrin, 107 
Remy, 94 

U. S. military truck, 98 
Wagner, 101 

Westinghouse vertical, 103 
type SC, 106 
Ignition systems, battery, testing, 255 
Ignition systems, dual, 152 
Berling, 190 
Bosch, 170 
Eisemann, 181 
Ford, 157 
Simms, 188 

SpUtdorf, low-tension, 153 
Ignition systems, jump-spark, 56 
non-vibrating, 56 
operation, 56 
typical, battery, 73 
vibrating, 65 
Ignition systems, magneto, high-tension, 
Berling, 190 
Bosch DU4, 166 
dual, 170 
' NU4, 173 
type B, 176 
Eisemann, type G4, 176 

GR4, 181 
Kingston, 192 
K-W, 204 
Mea, 194 
Simras, 188 
Splitdorf Aero, 209 
Dixie, 205 
Ignition systems, magneto, low-tension, 
Ford, 157 
Remy, 154 
SpHtdorf, 153 
Ignition, things to remember, 262 



Ignition timing, 60 

general rules, battery, 235 
magneto, 232 

multiple cylinder engines, 141 
Impregnation, coil, 55 
Improper spark timing, 259 
Impulse starter, Eisemann, 187 

Kingston, 193 

SpUtdorf, 214 
care of, 232 
Induction, electromagnetic, 15 

coil, 53, 64 
Inductor type magneto, principle, 197 

Ford, 157 

K-W, 198 

Remy, 154 

• Splitdorf Aero, 209 

Dixie, 205 
Installation, spark plug, 62, 243 
Instructions, battery charging, 42 
Insulation, 238 

testing, 242 
Insulators, 2 

Interrupted primary, low-tension mag- 
neto, 149 
shunt, low-tension magneto, 150 
Interrupter, 75 

adjustment, 236 

care, 236 



Jars, battery, 30 

Jump-spark ignition system, 56 

K 

Kilowatt, 8 

Kilowatt-hour, 8 

Kingston Model O high-tension magneto, 

192 
Kingston impulse starter, 1 93 
K-W high-tension inductor magneto, 204 
master vibrator, 67 



Law, Ohm's, 4 

Level, electroljrte, in cells, 37 
Liberty Twelve aircraft ignition, 136 
Lines of force, 10 

around wire carrying current, 13 

in magneto, 144 
Locating misfiring cylinder, 256 
Low-tension coil, 52 

magneto, 146 
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Low-tension magneto, Ford, 157 

Remy, 154 

SpUtdorf, 153 
Lubrication 230 
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Magnetic attraction, 11 
compass, 12 
field, 10, 12 
metals, 10 
. poles, 10 
repulsion, 11 
Magnetism, 9 
Magneto classification, 143 
armature type, 143, 147 
high-tension, 143, 146 
inductor type, 143, 147 
low-tension, 143, 146 
Magneto couplings, 229 
Magneto drives, 228 
Magneto, dual, Berling, 190 
Bosch, 170 
Eisemann, 181 
Ford, 157 
Simms, 183 

Splitdorf, low -tension, 153 
Magneto, high-tension, «,rmature type, 
Berling, 190 
Bosch, 170 
Eisemann, 176 
Kingston, 192 
Mea, 194 
Simnis, 188 
inductor type, K-W, 198 
Splitdorf Aero, 209 
Dixie, 205 
Magneto ignition system, testing, 256 
Magneto, low-tension. Ford, 157 
interrupted primary, 149 

shunt, 150 
Remy inductor, 154 
Splitdorf, 153 
Magneto timing, general rules, 232 

to the engine, 234 
Magneto troubles, 260 
Magnets, artificial, 10 
compound, 145 
Ford, 252 
natural, 9 
recharging, 249 
simple, 144 
Make-and-break ignition, 52 



Manual spark advance, 78 
Master vibrator, 67 

K-W, 67 

Pfanstiehl, 68 
Mea magneto, 194 

Mechanical generation of current, 145 
Misfiring cylinder, locating, 256 
Mounting ignition apparatus, 225 
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Non-conductors, 2 
Non-electrolyte, 2 
Non-magnetic metals, 10 
North East ignition system, 98 
Numbering cylinders, method of, 4-cylin- 
der, 117 
6-cylinder, 119 
8-cylinder, 120 
12-cylinder, 128 

O 
Ohm, 2 
Ohm's Law, 4 

formula for, 5 
Oldsmobile Eight, delco system, 121 
Operation, jump-spark ignition system, 

56 . 
Order of events, four-stroke cycle engine, 

233 
Overfilling the battery, efieet of, 46 



Packard Twin Six, 129 
Parallel circuits, 6 
Pfanstiehl master vibrator, 68 
Philbrin ignition system, 107 
Plates, battery, 26, 28 

buckling of, 47 

disintegration, 47 
Plug, spark, 59 

location in cylinder, 62 

standard dimensions of, 63 
Plugs, vent, battery, 42 
Polarity of electromagnet, 14 
Polarization, 20 
Poles, magnetic, 10 
Potential, electric, 2 
Power, 8 

Premature ignition, 261 
Primary battery, 19 



i 



268 



INDEX 



Primary winding, 54 
Principles of ignition timing, 69 



R 



Rain water for storage battery, 37 
Readings, cell, variation, 38 
Recharging magnets, 249 

Ford, 252 
Relation between direction of current 

and magnetic field, 15 
Remy battery ignition system, 94 

for U. S. military trucks, 98 

inductor type magneto, 154 
Repulsion, magnetic, 11 
Requirements, aircraft ignition, 135 

automotive ignition, 51 
Resistance, 2 

effect of temperature on, 4 

table, 3 

unit, 77, 259 
effect on ignition, 77 
Resistor, ballast, Westinghouse, 105 
Right-hand rule, 17 



S 



Safety gap, 59 
Secondary battery, 19 

winding, 54 
Sediment, 4iS 

space, 30 
Separators, storage battery, 31 

rubber, 32 

wood, 31 
Series circuits, 6 

plug ignition, 70 
Simms dual magneto, 188 
Solenoid, 14 
Spark advance and retard, 69 

manual and automatic, 78 
Spark plugs, care of, 243 

cleaning, 245 

defective, 256 

installation, 62, 243 

location, 62 

standard dimensions, 63 

testing, 244 
Spark timing, 60 

improper, 259 
Specific gravity, 33 

low in one cell, 38 



Splitdorf Aero magneto, 209 

Dixie magneto, 205 

low-tension magneto, 153 
Starting the engine, 255 
Storage battery, 25 

action, charge, 35 
discharge, 36 

capacity, 40 

care, winter, 49 

Edison, 25 

heat formed in, 36 

lead battery, 27 

run down, 49 

eediment, 30 

testing, 37 

troubles, 260 
Storage cells, 25 
Sulphation, storage battery, 44 

prevention, 45 
Switch, Aero, 214 

automatic, 89, 91 

Bosch, 173 

CJonnecticut H, 89 
K, 91 

Dixie, 209 

Eisemann, 183 

Philbrin, 109 

Westinghouse, 105 



Temperature, effect, hydrometer read- 
ings, 39 

resistancie, 4 
Terminals and wiring, 238 
Terminals, corrosion of, 46 

negative, 2 

positive, 2 
Testing, battery ignition system, 255 

condenser, 247 

dry cells, 22 

high-tension insulation, 242 

ignition coil, 245 

magneto, 256 

spark plugs, 244 ' 

storage battery, 37 
Three-terminal coil, 65 
Timer, 54, 66, 259 

care of, 236 
Timing battery ignition system, 115 

eight- and twelve-cylinder systems, 
141 

Ford system, 160 
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Timing battery ignition system, im- 
proper, 259 

magneto, general, 232 
to engine, 234 
Transformer coil, 146 
Troubles, dry battery, 260 

magneto, 260 

storage battery, 260 
Types of magnets, 144 
Typical battery ignition system, 73 



Unit, resistance, 77 

effect on ignition, 77 



Variations inc ell readings, hydrometer, 38 
Vent caps, battery, 30 

plugs, battery, 42 
Vibrating ignition system, 65 

induction coil, 64 
Vibrators, master, 67 

K-W, 67 

Pfanstiehl, 68 
Volt, 2 
Voltmeter, 5 

W 

Water analogy, condenser, 58 
electric current, 1 
induction, 16 
Water, evaporation, storage battery, 37 

adding to storage battery, 37 
Watt, 8 

Wave, current, shuttle wound armature 
magneto, 147 
inductor type magneto, 202 
Westinghouse ignition system, vertical, 
103 
type SC, 106 



Winding, primary, 54 

secondary, 54 
Wires, resistance of, 3 
Wiring and terminals, 238 
Wiring diagrams, Atwater Kent, type CC, 
86 
K-2, 82 
Berling magneto, 192 
Bosch dual, 172 
DU4, 166 
NU4, 175 
Connecticut type H, 92 

K, 93 
Delco, typical, 103 
Cadillac Eight, 125 
Liberty Aircraft, 141 
Oldsmobile Eight, 123 
Packard Twin Six, 129 ' 
Pierce- Arrow, 135 
Eisemann 04, 180 

GR4, 184 
Ford, 66, 159 
K-W magneto, 204 
low-tension magneto, interrupted 
primary, 149 
shunt, 151 
• Philbrin, 108 

Remy inductor magneto, 157 
2-terminal coil, battery system, 96 
3-terminal coil, battery system, 97 
Simms magneto, 189 
SpUtdorf Aero magneto, 217 
for airplane, 221 
Dixie magneto, 208 
low-tension dual, 153 
Wagner, 115 

Westinghouse vertical, 105 
type SC, 107 
Wiring, high-tension, 241 
Wiring ignition batteries, in parallel, 23 
series, 23 
series multiple, 24 
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